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Koppers Liquid Gas 


Purification 


Plants in Operation or Under 
Construction 


Company 


Pacific Gas & Electric Company 


Seaboard By-Product Coke Company 
Pittsburgh Crucible Steel Company 
Denver Gas & Electric Company 


U. G. I. Contracting Company for the 
Allentown-Bethlehem Gas Company 


Rochester Gas & Electric Corporation 
Indiana Coke & Gas Corporation 
Wisconsin Gas & Electric Company 
Meriden Gas Light Company 

tattle Creek Gas Company 


Woodall-Duckham-Jones, Ltd. 


Location. 


Oakland, Calif. 


San Francisco, Calif. 


San Jose, Calif. 
Fresno, Calif. 
Sacramento, Calif. 
Jersey City, N. J. 
Pittsburgh, Pa. 


Denver, Colo. 


Bethlehem, Pa. 
Rochester, N. Y. 
Terre Haute, Ind. 
Racine, Wis. 


Meriden, Conn. 


Battle Creek, Mich. 


London, England 


Capacity 


30,000,000 
30,000,000 


5,000,000 
5,000,000 
5,000,000 
24,000,000 
12,000,000 


12,000,000 


10,000,000 
6,000,000 
3,000,000 
3,000,000 
2,000,000 
2,000,000 


600,000 


The KOPPERS COMPANY 


Designers and Builders of 


By-Product Coke & Gas Ovens 
PITTSBURGH, PA. 
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Described in Bulletin 13-B. 


ONNERSVILLE Valveless 

Rotary Pumps with the rotary 
motion and valveless construction 
are ideally fitted for the benzine, 
benzol, toluene, ammonia and 
other liquors of By-Product Coke 
Plants, and the tar of the gas 
works. Designed for heavy serv- 
ice, they give long, economical 
operation. 





Bulletin 
19-C 
tells about 
them 














Victor Gas Pumps 


HESE smaller machines, with 
capacities ranging from 10 to 300 
cubic feet per minute, are ideal for 
the smaller gas plants and in booster 
stations for outlying districts of cities. 


High pressure industrial installations 
find them practical and economical. 


These Victor Gas Pumps are manu- 
factured in a special department 
which was originated and equipped 
especially for the manufacture of 
blowers and gas pumps of smaller 


sizes. 


Connersville 
Valveless 


Rotary 
- Pumps 





THE CONNERSVILLE BLOWER CO. 


Connersville, Indiana 
CHICAGO, 1431 Monadnock Block 


NEW YORK, 114 Liberty Street 
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Gasification of Crude Lignite Containing 
Considerable Water 


A Method and Apparatus for This Work 


by G. H. MEYER, Chemiker 


Up to twenty years ago, only fuels of good quality, 
such as anthracite, coke and coal, were used for the 
generation of gas. The old types of gas producers 
could not handle poorer grades of coal, particularly 
lignite coal, in an economical industrial manner. It 
was only when the rotating grate gas producer was 
invented that it became possible to use lignite coal 
briquettes, peat and low grade fuels for the produc- 
tion of gas. At the present time large amounts of 
these inferior qualities of coal are being consumed for 
this purpose. 


Gasification of Low Grade, Wet Lignite Coal 


However, the common variety of lignite coal, in the 
wet condition in which it is dug out of the ground, 
has not been deemed suitable for gas production up 
to the present time, even in the rotating grate gas 
generator. Such coal has only a heating value of 
2,000 to 2,300 calories and contains about 50 to 60 
per cent of moisture. It did not seem possible that 
such a wet fuel could be successfully and commer- 
cially converted into gas. In Germany lignite coal 
has been used as a gas-making fuel in the steel 
plants, but only in the form of briquettes, from which 
most of the water has been expressed. In what fol- 
lows it will be shown how it is possible to produce 
a gas from very low grade lignite coal, containing a 
considerable amount of moisture, and it will also 
be seen that this gas can be used for the same pur- 
poses as the gas that is produced from lignite coal 
briquettes and even from coal in gas producers. 


Operation of Gas Generators with Crude Lignite Coal 


The physical properties of the coal have a very 
great influence on the manner in which the operation 
cf gas generators with lignite is conducted. The 
richer the coal in small pieces the easier this opera- 
tion becomes and the better the grade of gas pro- 
duced. A distinguishing disadvantage of the use of 
raw lignite coal lies in the fact that by its use a 
smaller amount of gas is obtained per generator than 
in the use of higher grades of coal. Just as much 
of the raw lignite coal can be filled into the generator 
as briquettes, but the quantities of gas obtained are 
in the ratio of 2 to 3 up to 1 to 2. In a generator, 
provided with a 2.6 meter large rotating grate it is 
possible to treat about 20 to 25 tons of raw lignite per 
day, under the assumption, of course, that the con- 
struction of the generator is suited for the treatment 


Zeitung, 1922, Pages 625 to 628 


of such coal. Even when there is quite a large 
amount of coal dust mixed with the coal, it is pos- 
sible to attain these figures approximately. How- 
ever, coal which contains a large amount of finely 
divided earthly constituents and only a small pro- 
portion of small pieces (nuts) gives rise to serious 
difficulties in the gasification, as the regular passage 
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Rotating Grate Generator 


of air or gas through the layers of coal is hindered. 
It is necessary to use a high pressure of air, but even 
in that case the distribution of the air blast is faulty, 
with the result that the producer burns through, espe- 
cially at the sides, and produces a poor quality of gas. 
The use of the poker to close the holes in the charge 
of coal in the producer is only a makeshift arrange- 
ment which does not result in any better results, 
when the producer is operated continuously, even 
though the most careful and painstaking attention is 
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given to the apparatus. Consequently it has been 
impossible to secure a good gas of uniform quality 
from very finely divided coal. 


The Poetter Rotating Grate Producer 


It is essential for good operation of the generator 
that the grate be made in such a form that the coal 
is moved through into the zone of combustion at 
the lower part of the apparatus. If this is accom- 
plished, then the distribution of the blast is uniform 
and the burning through of the bed of coal at the 
sides is prevented. The star-shaped grate, which is 
a characteristic feature of the Poetter producer, in 
conjunction with the Pilger driving arrangement, 
serves to loosen up the layer of slag and the under- 
most layer of coal in the generator, while the pro- 
jections or knobs in the lower part of the grate break 
up the large pieces of slag. It is claimed that this 
gas producer operates very uniformly and is in every 
way efficient and easily controlled. The brown coal, 





Arrangement of Rotating Grate 


which is just in the very condition that it is taken 
out of the earth, moves down through the producer 
in same way that briquettes do, so that it is not nec- 
essary to rake the bed of coal with pokers. The 
work that has to be done by the mechanism, break- 
ing up the clinkers, is of course greater than when 
coal briquettes are used, but not as great as when 
coal is used. This point is not to be disregarded. 
The walls of the producer must be kept very clean. 


Addition of Steam to the Air Blast 

The opinions regarding the use of steam in mixture 
with the air blast are different. Some gas men hold 
that the use of steam for this purpose is inadvisable, 
as when it is used they claim that the producer is 
made to work at too low a temperature. The author 
holds the opinion that the water in the coal is re- 
moved before it reaches the fire zone, and that at 
best all the available hydrogen is mixed with the gas. 
Then the generator cannot operate at such a high 
temperature that the clinkers are melted. Conse- 


quently, in the operation of the gas producer, which 
is being described, the amount of steam, that is 
admixed with the air blast, is regulated by the char- 
acter of clinkers formed, and enough steam is added 
so that the rotation of the poking and clinker-break- 
ing devices does not meet too great a resistance. In 
this manner a gas is obtained, which has a heating 
value of 1,250 calories in the dry condition and which 
always leaves the gas producer at a temperature of 
90 degrees C., so that the tar content can be removed 
without the necessity of pre-cooling. Furthermore, 
the grate is spared, that is, it is not subjected to the 
injurious action of high temperature. In conclusion, 
this point is to be mentioned: When the fan stops 
rotating, due to interruption of the current, the in- 
flowing steam prevents the back-flow of the gas in the 
blast pipes and the slowly evolving hydrogen pre- 
vents the fire from extinguishing. Two principal 
causes of explosions are removed in this manner. 

Brown coal, mixed with fine earthy constituents, 
produces quite a large amount of dust. Dust catchers 
and contrivances for clearing out the piping during 
the operation of the producer are provided and used 
regularly. All in all, it can be said that the gasifica- 
tion of crude brown coal is not a wonderful achieve- 
ment, when a good gas producer, like the one men- 
tioned above, is available. The technologist, who 
understands the manufacture of gas from coal or 
brown coal briquettes, can also make gas from crude 
lignite coal. 


Cooling the Gas and Recovering the Tar 

Water and tar are precipitated out of the gas on 
cooling. The separation of the water out of the gas 
improves the calorific power of the latter, but at the 
same time tarry vapors, carrying heat values, and 
the sensible warmth in the gas are removed as well. 
While there still may be some doubt as to the ad- 
visability of the practice of cooling gas, obtained from 
coal briquettes, so as to increase its heating value, 
there cannot be any question as to the expediency 
of this practice in the case of gas made from crude 
brown coal. The following figures indicate the truth 
of this statement: 


Calorific value of the dry gas 
Calorific value of the wet gas..............-eeeees 
Temperature developed on combustion of the dry gas 
‘lemperature developed on the combustion of the 

wet gas 


The same with the addition of 10 grame of tar per 
cubic meter of gas 


ee 


Gas from Crude Gas from 
Brown Coal Briquettes Difference 
1044 cal. 1236 cal. 192 cal. 
725 cal. 1160 cal. 435 cal. 
1629 deg. C. 1783 deg. C. 154 C. 
1288 deg. C. 1665 deg. C. 377 C. 
1334 deg. C. 1701 deg. C. 367 C. 


It is evident from these figures that the good in- 
fluence of the tar on the calorific value of the gas, 
even in the case of the gas obtained from coal 
briquettes, is not as strong as the bad influence of 
the water, and that by putting the raw lignite coal 
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gas through the cooling process, its quality is made 
to approach very closely that of coal briquette gas. 
The difference in the calorific value of the gas and 
in the temperature produced on combustion is re- 
duced by more than half. If the gas, that is obtained 
from crude lignite coal, is compared with the briquette 
gas, which is often used in the uncooled condition, 
then the differences between the two are still fur- 
ther reduced. It is therefore quite evident from a 
purely mathematical consideration that it is possible 
to use crude lignite coal, in the condition it comes 
out of the ground, in the place of lignite coal bri- 
quettes for the production of gas. 


Complete Plant Installation 


A modern installation for the generation of gas 
from crude brown coal containing a large percentage 
of moisture consists of a pre-cooler, centrifugal 
washer, percussion separator and final cooler. The 
first piece of apparatus can frequently be omitted, as 
the gas can be taken from the gas producer at a tem- 
perature of 100 degrees C. or less. The precipitation 
of the tarry vapors in the gas must be effected at 
so high a temperature that all the water remains in 
the vapor form, which means that the temperature 
must be above the dewpoint. In the case of coal, 
containing 50 to 60 per cent water, the gas derived 
from it must accordingly be at a temperature of about 
80 degrees C. to secure the proper conditions for the 
precipitation of the tar. If the washing out of the tar 
is carried out at a lower temperature, then a watery 
and consequently less valuable tar is recovered. At 
too high a temperature the separation of the tar is 
incomplete. As the gas is given a further cooling 
treatment in the final cooler, the residual amount of 
tar still in the gas, after leaving the first cooler, is 
further reduced. 


The Centrifugal Washer 


The centrifugal washer, used in the plant, works 
very effectively and requires no watching of any 
sort. The pre-cooled gas is treated with a spray 
of wash-tar through a rapidly rotating impact con- 
trivance and free from its tar content in this manner. 
The mixture thus obtained flows down into the col- 
lecting troughs and is drawn off. In order to pre- 
vent a part of the water vapor in the gas from be- 
ing precipitated through cooling and consequently 
impairing the quality of the recovered tar, the wash 
tar container, also known as the tar pot, and the 
collecting troughs as well contain closed coils through 
which steam is circulated, so that the wash tar may 
be heated to a temperature corresponding to that of 
the gas. The tar pot. which is erected on top of 
the impact or concussion separator, is, moreover, 
warmed through the heat of the gases which are 
drawn from the separator. 


The centrifugal washers serve at the same time 
to maintain the proper pressure throughout the ap- 
paratus, inasmuch as they suck the gas out of the 
producers and send it through the mains. Low 
pressure on the suction side is not to be feared, as 
the suction and pressure piping is connected by a 
tube, which is provided with a valve. If the operat- 
ing conditions require the withdrawal of a smaller 





Producers with Large Dust Catchers 


quantity of gas from the generator, then the valve 
is opened slightly so that a part of the pure gas 
is sucked back again into the apparatus, and in this 
Inanner a condition of equilibrium in gas pressure is 
maintained. The regulation of the apparatus is ar- 
ranged in such a way that as small as possible ex- 
cess pressure is found in the crude gas mains. In 
accordance with the experience of the writer, the 
gas producers work less efficiently, when they have 
to operate against a high gas pressure. Likewise it 
is possible to obtain a better mixture of gas in each 
gas producer, when the difference between the pres- 
sure of the air blast and that of the gas in the quan- 
tity of air, which is being passed through the pro- 
ducer, is the determinative factor instead of the ab- 
solute pressure of the air blast. When the gas pres- 
sure falls, the necessary air blast pressure rises and 
the infiltration of the gas therewith. 


The Impact Separator 


After passing through the centrifugal separator, 
the gas enters the impact separator, which is filled 
with Raschig rings or steel turnings. In this ap- 
paratus the particles of tar, which are held mechani- 
cally with the water in the form of drops, are pre- 
cipitated. The tar recovered in this apparatus is 
combined with the wash tar and the tar separated 
in the centrifugal machines and is run into the col- 
lecting pit. The tar is removed from the tar pits 
from time to time by proper conveying devices and 
is filled into tank cars for shipment. The wash tar 
is also removed from these pits and returned to the 
tar pots for further use in the process. 


The Final Cooler 


The water vapor is condensed in the final cooler, 
in which the gas is cooled down to the normal tem- 
perature by being sprayed with water. In this way 
the greatest part of the water vapor, likewise the 
moisture that is absorbed by the gas from the cool- 
ing water in the preliminary cooler, is removed, so 
that only a very small residue, which has no bad 
effects on the subsequent combustion of the gas, is 
left behind. A very dry gas, possessing a high calo- 
rific power, is made in this manner. The added heat- 
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ing value of the gas, which is produced by the re- 
moval of’ the last traces of water vapor, does not 
merely compensate for the loss of the heat in the 
gas itself due to its temperature, but also represents 
a very considerable improvement in the calorific 
power of the gas as it would have in the moist con- 
dition. Besides these thermal advantages gained 
from the cooling and detarring of the gas, there may 
also be mentioned the following advantages: 

1. Smaller piping and gas mains can be used 
and the various contrivances, installed on systems 
of gas mains for the removal of the condensed wa- 
ter arising from the water vapor contained in the 
gas, are not required, thus lowering the cost of 
the installation and maintenance of the gas mains. 

2. The plant requires less attention, due to the 
fact that all the tar is recovered at one point, in- 
stead of, as is usually the case, at different points 
in the installation. It is not necessary to search 
for tar deposits. 


3. The gas mains do not become stopped up; 
the piping does not freeze up. The following ad- 
vantages are gained in long gas mains particu- 
larly: 

4. Cleanliness is gained in the mains. 

5. The profits obtained in working such a plant 
are almost equal to those obtained in the opera- 
tion of generators with good quality lignite coal, 
for the tar produced in the crude lignite coal gas 
production commands almost as high a price as 
regulate lignite coal tar. 


The one disadvantage that can be mentioned as 
offsetting all these advantages, is the greater power 
consumption in the process. The construction of 
tumefaction retorts in the generators for the pur- 
pose of obtaining coal tar is superfluous, as,—as can 
be seen from a simple calculation——the tempera- 
ture of the gas, attained in the gasification of crude 
lignite coal, is not sufficient to vaporize the large 
amounts of water in the coal, not to mention the cok- 
ing of the coal. 


The Industrial Aspect of the Process 


Substitution of brown coal briquettes by crude 
lignite coal. In four producers a plant can treat daily 
60 tons of briquettes, with a heating value of 4500 
calories per kilogram, without the recovery of tar. 
When the efficiency of the producer is 80 per cent, 
one kilogram of the briquettes will give 2.9 cubic 
meters of gas of 1,235 calories. To produce the same 
results there are required 140 tons of crude lignite 
coal, possessing a heating value of 2,300 calories, 
whereby with the producer working at an efficiency 
of 70 per cent, 1.4 cubic meters of gas of 1,150 cal- 
ories can be obtained from one kilogram of coal. 


Famous Chefs Demonstrate Gas Kitchen 
A Real Boost for Modern Gas Ranges 


Well Known Chef as Demonstrator 


In front was a raised platform on which was a long 
table for demonstrating. On inquiry, it was found 
that the demonstrator was Oregon’s best-known chef, 
Henry Thiele, who as chef of the Benson Hotel made 
a world of friends through the ten or twelve luncheon 
clubs which meet there each week, sometimes three 
clubs at one noon hour, I am told. 

What was more striking, however, was that instead 
of just one person famous in culinary circles, and cor- 
respondingly expensive as he must be, there was a 
French chef in full regalia, and a ditto ditto, of Swiss 
nativity, one for the meats, the latter for pastry, be- 
sides a young lady, all in spotless white. Also a 
waiter. 

No wonder the women flock to these meetings, 
given free daily, for many demonstrations are given 
all over this country, but the company was well with- 
in the truth when it advertised that such an oppor- 
tunity to hear about the “finer points” of cooking had 
never been presented to the public, 


_A most interesting hour and a quarter was spent 
listening to Mr. Thiele, who not only tells how to 
compose and cook, but how to trim meats to advan- 
tage, carve and serve theni, et cetera, et cetera. 

It was interesting to see the women all note down 
his remarks and when he said, “Now, you’ve tasted 
my steaks and pastry, how do you like them?”’, there 
came a voluminous answer of “Delicious!”, “Won- 
derful!”, and other flattering comments. 


Women Wanted Advice 


Anxious to have a chat with the chefs, I stayed 
around till the end, but was surprised to see the 
women crowd around Mr. Thiele, all eager to ask 
for this or that piece of advice, until I decided to 
forego that pleasure, and spoke to the sales manager, 
who had introduced Mr. Thiele, and in fact had util- 
ized the twenty minutes preceding the appointed hour 
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to tell the women about the use of gas and the dif- 
ferent gas appliances. 

“How did you happen to get such a crew?” I asked. 

“Quite by accident,” he replied. “The new Hotel 
Sovereign where Henry Thiele is going to start busi- 
ness for himself, is delayed a little; Henry had his 
chefs engaged and on the payroll and here was a 
chance to get back their wages by my offer to have 
him demonstrate. The idea came from reading the 
AMERICAN GAS JouRNAL, for what Mrs. Peterson re- 
ported at Atlantic City having done for the People’s 
Gas Stores in Chicago, inspired me to not only follow 
suit, but to go her one better. Unless a woman has a 
national reputation as an authority on cooking and 
food, most women feel that they know probably as 
much about cooking as the demonstrator, and famous 
cooks are few and far between. But for a housewife 
to be able to peep behind the scenes of a famous hotel 
and get first-hand advice from a famous chef is some- 
thing that she won’t miss. Even our little snow- 
storm, which lasted but a day, made very little differ- 
ence in the attendance. We had hoped to see 75 to 
100 ladies attend, but we had to keep on moving away 
our appliances and bringing in more chairs, until to- 
day we served over 250 with samples of the goodies 
and ran short at that, for there were nearly 300 
present.” 

“Do you realize any direct benefit in sales,” I asked 
him. 

In response, he looked real hard at me, almost pity- 
ingly, and said: “Did you notice their faces, their 
interest—and their happy smiles and kind comments 
as they passed out? Is it worth while to have several 
hundred representative women go out with hearts 
overflowing with gratitude for the company’s kind- 
ness, eh? And did you see them beseech me for oven- 
heat controls to put on their ranges? And did you 
hear ‘Henry’ admit that his wife thought she’d like 
an electric range and got one, and now wished she 
had a gas range? Did you hear him tell how he 
wanted the heat Johnny-on-the-spot, instead of wait- 














ing for it, and that for real cooking a gas range was 
the only thing? Don’t you think that means some- 
thing in this town when the two electrical companies 
are vying to see who can sell lowest? 

“Twice I’ve had the head of our research labora- 
tories address the audiences prior to 2 P. M. on the 
economical use of gas. Each day they see our fine 
modern ranges; after each meeting many stay to see 
the Ironer demonstrated. Take it from me, this 
‘Three Weeks’ of Henry Thiele is going to make a 
lasting impression on the mind of the women of Port- 
land. The results always follow, once you lay a solid 
foundation. Well, I must run! Come again.” 

On visiting the basement salesroom of the Portland 
Gas & Coke Company, I was surprised to find a crowd 
of ladies, larger even than the picture had led me to 
anticipate. 

Facing them was a most attractive model kitchen, 
white tile wainscot, upper walls soft blue, woodwork 
in white enamel. There was a false back, with real 
windows hung with dotted Swiss curtains; through 
the windows, one looked upon scenery lighted from 
above, as if for all the world one were looking out on 
flowers, shrubs and other bungalows. 

Surreptitiously, I walked around the end of the 
basement behind those windows and saw how the 
scenery was placed there to hide an ugly wall, as 
ugly as one can expect a wall and ceiling to be 
under any city sidewalk. 

The kitchen was furnished with a gas range, so 
beautiful that even the chef de cuisine (as he is 
known in the advertisements) fell in love with it 
On closer inspection, after the meeting, it proved 
to be a Reliable, with incinerator built in, all white 
enamel and nickled, with Lorain thermostat. The 
little red disk of this Lorain was the one touch of 
bright color in the entire background, like the red 
rose in Carmen’s hair. It was very pretty. 

A Hoover white enameled cabinet to the right, 
and a modern white enameled sink, all set on lino- 
leum, completed the furnishings. 
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Bucking the Boll Weevil 


How a So. Carolina Company Built Up Favorable Opinion 


By WILLIAM H. MATLACK 
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Company. 


The “Chicago Tribune” was right when it coined 
its now famous slogan, in the memorial year 1921: 
“1921 will reward fighters,” though it is this writer’s 
opinion that the slogan might now be rewritten to 
read: “Any time folks put up a fight they'll find 
business” or something to that effect—with the aid 
of advertising. 

The readers of the American Gas JouRNAL fully 
realize how this magazine stands with regard to 
advertising and they also know and appreciate the 
fact that gas company advertising is being more gen- 
erally undertaken now than at any other time in the 
history of the industry, due largely to the efforts of 
the American Gas Association, and while a great 
many of the larger companies have been consistent 
advertisers for years, it is but recently that the small 
company has undertaken advertising to any extent. 
It is largely held that “our position and relations 
with the public are such that we don’t need to do 
any institutional advertising” or “well, we do ad- 


vertise, that is, once or twice each year we have a 
special campaign on ranges, heaters and water heat- 
ers, when we use big space in the daily papers and 
also send out a lot of advertising furnished by the 
manufacturer.” You who read, know the story, 


Florence Gas & Fuel 
 tenpmay 











some of you even know the feeling—but when a 
very small company, located in a railroad town in 
the South, in a section where excessive rain fall and 
the boll weevil retarded and cut crop yields, under- 
takes advertising and “puts it across,” you do not 
mind reading their story, if you do STOP now. 
Passing over the unpleasant, unprofitable outlook, 
as the situation must have appeared, the Florence 
Gas & Fuel Co., Florence, S. C., took the “bull by 
the horns” in the middle of September and decided 
that despite the dark clouds that were all about, that 
a public service company could sell its service and 
merchandise if it would but fight for its sale, if it 
would render good gas service. ‘This conclusion 
reached, it was decided to make a complete house- 
to-house survey of the town to consumers and non- 
consumers to learn first hand what “the kick” had 
been and to tell a story of good service that the 
company was trying to render, and by asking the 
customer to co-operate with the company in that 
regard by promptly reporting anything that in their 
epinion would tend to improve the class of service 
the company was rendering. Not satisfied with the 
house to house visits the company decided to repeat 
its story and to publish other information that the 
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customer and prospective customer should know 
about the city’s gas service. 

The accompanying illustration will give an idea 
oi the manner in which the advertising was con- 
ducted; a combination of purely institutional adver- 
tising and appliance advertising as well as a special 
department carried (without cost to the company) 
by the newspaper which boosted gas cooking and 
offered suggestions on the use and care of various 
cooking and heating appliances that used gas for 
fuel. 

This campaign, which is still in progress, has been 
most productive, according to S. W. Brown, General 
Manager of the company, not only that it has made 
known to the citizens of Florence the desires of the com 
pany, quickly and inexpensively, but that it has en- 
abled the company to dispose of a considerable vol- 
ume of merchandise, some of which the old com- 
pany (Florence Gas Company) had had on hand for 
years. 23) 

The newly organized company is now doing ex- 
tensive reconstruction work, both to. the distribution 
system and at the works, and just as soon as that 
is completed it is the company’s plan to do some 
intensive sales work. Despite weather conditions, 
strikes and the boll weevil, Mr. Brown says, “Flor- 
ence will have good gas service and sell only first 
class appliances—and we will continue to advertise.” 





“The Romance of the Gas Industry” 


“Romance of the Gas Industry” (A. C. Mc- 
Clurg & Co., Chicago). It is a distinctly readable 
and interesting volume that O. E. Norman has con- 
tributed under this title to the literature of the gas 
industry. For one thing, Mr. Norman has not been 
bound down to a narrow presentation of facts relat- 
ing to any one part of the gas field, but rather he 
has touched lightly on all branches. 

The author starts with the beginning of the world 
and then tells of the discovery of coal, takes up nat- 
ural gas, and finally reaches the establishment of the 
first gas company. From this point he deals more 
directly with the industry as we of the present day 
know it. 

It is interesting to note that the author has referred 
several times to the columns of the AMERICAN Gas 
LiGHT JoURNAL, the forerunner of the AMERICAN GAs 
JourNaL. It is to be gathered from what the author 
has to say that due credit is being given this pub- 
lication for the important part it played in the de- 
velopment of the business. 

The book is dedicated to the rising generation and 
“to that diligent, loyal band of workers found in 
every community—Public Utility Employees.” 

The author has included in his work one of the 
most complete appendices that it has been our pleas- 
ure to encounter, and this part of the volume in it- 
self makes the work well worth while. 

The publishers have profusely illustrated the work 
in a way that adds greatly to the attractiveness of 
the text. 

Mr. Norman is well qualified for the work he has 


undertaken, as he is librarian and superintendent, 


training and education, of the Peoples Gas Light and 
Coke Company, Chicago. 

\We recommend that every gas man read this book, 
for it tells much that cannot be found elsewhere. 


Gas Heated Homes Predicted in Few Years 
by Chemist 


Ann Arbor, Mich.—Substitution of gas for coal 
as a medium for the heating of residences is not many 
years distant, in the opinion of experts on the fac- 
ulty of the University of Michigan chemistry de- 
partment. ‘They do not make any phophecies as to 
number of years, but express their belief that the 
change is coming. 

[ts use now in many sections of the country and 
the gradual modernizing of the standards imposed 
by law upon the gas manufacturing companies are 
pointed to as indicating the change. Already, they 
state, industries are turning to gas consumption as 
the solution of many of their power troubles. 

Prot. A. H. White of the chemical engineering de- 
partment is one who sees many advantages in the use 
of gas as a residence-heating fuel. Also he is of the 
belief that gas will be adopted, though adoption is 
still years in the future. John C. Geniesse, in charge 
of the classes in gas analysis in the chemistry de- 
partment, is an enthusiastic exponent of the propo- 
sition. 

Mine labor troubles, high transportation costs and 
the desire of cities to eliminate dirt-spreading agen- 
cies are cited as considerations which have given be- 
lievers in gas their recent spur toward proclaiming 
their proposals. During recent months gas journals 
have given unusual space to expounding the merits 

f gas for heating purposes. 

Mr. Geniesse is not so enthusiastic as to agree with 
gas men in stating that even at the present time 
they are able to compete with coal-burning methods 
in residence heating. But he does believe that as 
soon as state laws are modernized to permit the dis- 
tribution of gas of from 350 to 400 B. T. U. it will 
be able to compete with more than an even chance 
of success. At the present time the laws require a 
standard of approximately 530 B. T. U. This stand- 
ard is far better, Mr. Geniesse states, than the one 
which prevailed for many years past, but still is re- 
stricting gas manufacturers in meeting demands. 





For Additional Revenue from By-Products 


The Denver Gas and Electric Company is adver- 
tising Manufactured Anthracite for Domestic Heat- 
ing: “We recommend as an ideal fuel our Manufac- 
tured Anthracite (Gas Coke, nut size), specially pre- 
pared for Hot-Water Plants, Hot Air Furnaces, Base 
Burners, Self-Feeding Spencer Water Heaters, and 
other heating appliances. 

“Many heat engineers and fuel experts, as well as 
hundreds of our present customers, maintain that, 
this size will hold the fire much longer and prove 
more efficient than fuel of larger size. 

“Smokeless—Clean—Economical. 
“Phone Coke Department, Main 4000.” 
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Power Show Attracts Thousands 


Engineers Display Great Interest in Exhibition 


The first National Exposition of Power and Me- 
chanical Engineering in New York City opened on 
Thursday, December 7, and continued through De- 
cember 13, with the exception of the intervening Sun- 
day. 47,580 mechanical engineers, operating men, 
students, laymen and not a few ladies passed through 
the gates and viewed the interesting and novel ex- 
hibits that filled one floor of the Grand Central Pal- 
ace. The fact that this was the first show of its kind 
on a national scale makes it difficult to judge its value, 
but the comments of exhibitors and visitors proved 
conclusively that a show of this character is needed 
and appreciated by those who are engaged in the 
design and operation of power plants. The fact that 
such a large number embraced this opportunity to 
investigate devices and appliances, their limitations 
and effectiveness, to inspect apparatus and to discuss 
it with those who are anxious to make it known, 
is, of course, an indication that such an exposition 
has a place. The amount of business which was 
placed with exhibitors far exceeded their greatest ex- 
pectations. 


Those in attendance for the first few days were 
mostly members of the American Society of Me- 
chanical Engineers, whose meeting closed December 
?th. On Saturday night and for the three days of 
the following week there was a large number of mem- 
bers of the National Association of Stationary En- 
gineers and other organizations interested in power 
and heating plant operation. Groups of students 
from Princeton, Yale, Stevens Institute and New 
York University attended and students from trade 
schools in New York and the Merchant Marine 
training ship were in evidence throughout the six 
days. 

The Exposition was made up of over 100 exhibits 
and all classes of power plant apparatus and equip- 
ment, except large boilers and prime movers, were 
well represented. 


One feature of the Exposition that was of special 
value was the remarkable showing of moving pic- 
tures. A continuous program was carried on all dur- 
ing the Exposition to a crowd that taxed the capacity 
of the moving picture auditorium. Some of the pic- 
tures that particularly held the interest were the 
stories of steel and iron, sulphur, iron pipe cast cen- 
trifugally, asbestos, the manufacture of a watch, an 
electric motor and an automobile and a close-up of 
stoker combustion. 

The Advisory Committee which guided the Expo- 
sition conceived of it as a great educational oppor- 
tunity and to develop this idea there were a number 
of models showing the methods of preparing anthra- 
cite coal for the market and showing the develop- 
ment of central station practice. The central sta- 
tion models gave an opportunity to compare the 
original Edison Station at Pearl Street in New York 
with the more modern Waterside Stations, illustrat- 
ing the advance from the old steam engine with the 





bulky generator through the development of the 
large reciprocating engine to the modern steam tur- 
bine with high-speed generator. In a centrally lo- 
cated space the model of the famous Loree breaker 
of the Hudson Coal Company was shown in opera- 
tion crushing large lumps of coal, sizing it and clean- 
ing it for the market. There were also models of the 
cross section of a mine, showing the activities that 
are carried out below ground. These were popular 
attractions even to those who were familiar with 
the workings of the life-size counterparts of the 
models. 

The exhibits devoted to boiler—and turbine-room 
instruments were probably the most interesting, as 
there were innumerable models in operation. One 
exhibitor displayed a small boiler with steam and gas 
flow meters in action, several had set up V-notch 
meters for water, and there were CO: recorders and 
meters for coal, tachometers, thermometers, tempera- 
ture controllers, draft gages, water gages and low- 
water alarms. One concern explained a scheme of 
boiler-room accounting based on the use of its meters. 
This phase of the Exposition truly reflected the great 
advance in the art of measuring the fluids used in 
boiler and turbine-room practice, a first step in se- 
curing greater economy of operation. 

Twenty-one of the exhibits contained material of 
interest in valves, pipe and fittings. Perhaps the out- 
standing features of a number of these exhibits were 
the models of valves with the Deane system of con- 
trol. Most of the manufacturers displayed cast-steel 
monel mounted valves for 350 Ib. and 800 deg. F. 
operation. One item of particular interest was the 
electrically operated reducing valve designed to regu- 
late conditions when generating steam at two dif- 
ferent pressures. A back-pressure valve with remote 
control also attracted attention. 

There were exhibitors of boilers and super-heaters 
showing models and diagrams in an attractive man- 
ner. 

In the exhibits of fuel burning equipment, stokers 
predominated, although there were three showings of 
oil-burning devices and one line of pulverized fuel 
apparatus. Instructive models of all these devices 
were displayed. 

The exhibits of power plant auxiliaries were well 
diversified as feed pumps of the reciprocating and 
centrifugal types, vacuum pumps, blowers, cooling 
towers, condenser tubing, air filters, turbines for 
stokes, drives and condensers were well on show. 

Deaerators, feed-water heaters, evaporators, water 
softeners and chemicals for depositing the mineral 
solids in feed water made up the exhibits devoted to 
the boiler feed. 

There were a large number of exhibits devoted to 
the construction of furnace walls and baffles and the 
insulation of boiler shells and piping. Among these 
exhibits were full scale walls and suspended arches. 


(Continued on Page 720) 
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As the Journal Views It 








A New Department in the Journal 

In our last issue we established a new department 
in the American Gas Journal that we believe is des- 
tined to be one of the most appealing that we have 
inaugurated. It was “Syd’s Scribblings,” and those 
who read it must have realized at once that it will 
provide opportunity for the exchange of much good- 
natured fun. 

Much of the success of this department is going 
to depend on the co-operation of the gas field, for its 
interest will increase with the tales of the experience 
We want all of the little 
personal items that we can get so that Syd can have 


of the men in the field. 


lots of material with which to work. 

Everything that appears in this new department 
is in fun and we hope that there will be no one who 
will take offense. 

Since the convention of the American Gas Asso- 
ciation in October we have had requests that con- 
tributions from Syd’s pen appear in these columns. 
It has been said that he made one of the big hits 
of the gathering in Atlantic City, and we are in- 
clined to agree that this is so. Syd is a nationally 
known humorist whose writings have appeared in 
various publications throughout the country, and we 
are glad indeed to be the means of keeping him in 
close touch with our industry. We hope that the 
entire industry will join in making this column the 
success it should be. 





A Glance at the Record of 1922 

The year 1922 has been a year of great accom- 
plishment in the gas industry. 
with real progress, and, although figures are lacking, 
we believe has been a record one in every direction. 
We are of the opinion that 1922 was the turning 
point and that we are now traveling the road to 
restored prosperity. 

There have been many noteworthy achievements 
during the twelve months now ending, and the gas 
industry can well congratulate itself on its record 


It has been marked 


of recovery under the most adverse of circum- 
stances. 

It is an old story and one on which we have com- 
mented on several times, but one that we believe will 
stand another reference; that of the public confi- 
dence that has been won. Gasmen are unanimous 
in agreeing that where the effort has been made the 


accomplishment has been great and the results have 
more than justified the effort. It was not so long 
ago, in fact only a few months ago, that we heard 
complaint that the public was not responding to the 
work of the industry. But this condition has been 
largely changed now, and we find executives relating 
incidents that go to prove that the public is now 
appreciative of the work of our field. Largely re- 
sponsible for this has been the organization that has 
been created. By organization we mean the various 
public utility information committees that have come 
into existence in different states and that are func- 
tioning with great effectiveness. 

Also the work of the American Gas Association 
in its various activities should be a source of much 
satisfaction to the industry. ‘The national associa- 
tion, we understand, has increased in membership, 
and this fact alone shows that its value is being 
given the recognition that it deserves. We want to 
take this opportunity to extend our sincere good 
wishes to the officials and committee members of 
this organization for a good work well done. 

We believe that never has such interest been dis- 
played in the accomplishments of the gas industry 
as we have been shown during 1922. This augurs 
for the future, and 1923 should hold even 
greater things for us than the remarkable year just 
closing. 

The American Gas Journal feels that its service 


well 


to the industry has been vastly better than at any 
time during its sixty-three years. The year marked 
two radical extensions to its service: the publica- 
tion of the American Gas Catalog and Directory and 
the publication of daily editions during the national 
Then there has been the many 
fine contributions from the pens of some of the lead- 
ers of thought in this field. 
quoted and have been found to be of real value. 


convention. also 


These have been widely 


During 1923 we believe that our service will be of 
Plans have been made and 
contracts entered into that will bring out advanced 
thought on all subjects that are of interest to the 
field. However, as has been our habit in the past, 
we will let our accomplishments speak for them- 
selves. 

Necessarily this must be but a brief review of the 
work of the gas field, but we know that the spirit 
that carried us to the success of 1922 will impel us 
ot greater accomplishments during 1923. 


even greater benefit. 
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Power Show Attracts Thousands 


(Continued from Page 718 
g 


One exhibitor set up a small steam unit with several 
kinds of insulation, and by thermometers and a chart 
showed the heat losses from each type. 

Handling equipment for the power plant was rep- 
resented by ash hoppers and gates, steam-jet ash 
conveyors, hoists for ash removal and systems of 
skip hoists, weighing Jarries, drag scrapers and 
bunker construction for coal, coke and ashes. One 
exhibitor showed a small power-operating model in 
which coal was drawn to the skip hoist by a drag 
scraper, hoisted to the bunkers and distributed to the 
weighing larry. 

Belting, flexible couplings, bearing metals, clutches, 
rope drives, hangers, shafting and thrust bearings, 
air-lubricated and self-oiling made up the list of de- 
vices devoted to economy in the transmission and 
use of power. 


The miscellaneous products shown included oil 
purifiers, soot blowers, oil heaters, fan regulators, 
pump governors, damper regulators, steam traps, 
gas producers, blowers for domestic heating and steam 
purifiers. 

The Advisory Committee consisted of I. E. Moul- 
trop, chairman, Edison Electric Illuminating Co. of 
Boston; Milan R. Bump, president National Electric 
Light Assn.; N. A. Carle, vice-president and general 
manager Public Service Production Co.; A. G. 
Christie, professor mechanical engineering Johns- 
Hopkins University; Fred Felderman, national vice- 
president National Association of Stationary En-- 
gineers; E. B. Katte, chief engineer motive power 
N. Y¥. C. R. R.; Dexter S. Kimball, president The 
American Society of Mechanical Engineers; Fred R. 
Low, editor Power; David Moffat Myers, consulting 
engineer Griggs & Myers; Calvin W. Rice, Secretary 
The American Society of Mechanical Engineers, with 
Fred W. Payne and Charles F. Roth as managers. 

Based upon the remarkable success and upon the 
request of exhibitors the committee decided that the 
Second National Exposition of Power and Mechani- 
cal Engineering be held at the Grand Central Pal- 
ace during the week of December 3, 1923, coincidental 
with the meetings of the A. S. M. E. 





Coal Gas Substitute 


Brown coal, lignite, peat or the like, after partial 
drying, is heated in a vessel capable of being closed. 
The heating is carried out with the outlet open until 
traces of low temiperature tar are carried over. At 
this point the outlet is completely or nearly closed, so 
that the material is subjected to further external or 
spontaneous exothermic heating under pressure. The 
resulting product is a good quality semi-coke which 
may be used as a substitute for gas coal.—British 
Patent No. 157795. 


Extraction of Liquid Hydrocarbons from 
s 


When the tar, obtained from the distillation of 
coal, contains only about 3 per cent of hydrocarbons, 
the distillation gases contain ten times that amount. 
lt is accordingly advantageous to recover them. 
Practical experience has indicated that such recupera- 
tion is remunerative even when it is carried out in 
small installations. 

The washing process, which has been used in for- 
mer times, is very inferior to the Bregeat process, in 
which cresol is used. When oil is used in the wash- 
ing process, the recovery does not exceed 65 per 
cent, but when cresol is used a yield of 100 per cent 
is obtained. Furthermore, the action of cresol is not 
one of simple physical solution, but it forms additive 
products with the constituents in the illuminating 
gas, which compounds are easily decomposed. 

Statistics show that benzol extraction plants, 
which operate on the oil-washing principle, cease to 
be remunerative when the annual production of gas 
decreases below 500,000 cubic meters. But when 
the cresol process is employed, the conditions are 
modified to a certain extent and it has been found 
that the washing process may be carried out even 
in establishments which produce small quantities of 
gas. In addition to the economic advantages there 
is also the technical advantage of the cresol process 
in that it prevents the deposition of naphthalene. 
For further details see Das Gas und Wasserfach, 
May 5, 1922. 





Carbonization of Lignite 


Lignite is carbonized by a process which is util- 
ized commercially on a large scale in Czecho-Slovakia 
and by which the low calorific power coal—having a 
heat value of 2,000 calories—is converted into coke 
which has a calorific power of 6,000 calories. In addi- 
tion to the coke, about 5 to 10 kilograms of benzine 
are obtained per ton of the crude lignite coal.— 
Chaleur et Industrie, April, 1922. 








Retort Discharging Apparatus 


German Patent No. 336,678 is concerned with an 
apparatus for discharging vertical distillation retorts 
or ovens used for the manufacture of metallurgical 
coke or for the distillation of other products. The 
apparatus has a solid bottom platform in its lower 
part. On this platform the material discharged from 
the furnace can remain with its entire weight for a 
few moments. From this platform the coke is moved 
forward by means of an intermittent working con- 
veying arrangement, which works in a horizontal 
direction. At the proper moment the conveyor is 
actuated and the coke is removed from the platform, 
making it available to receive another charge of coke. 
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New Year’s Resolutions 
Don’t promise that in twenty-three 

Less money you will blow 
Then go ’round and ask a girl 

If she’d like to see a show. 


Don’t promise to work harder 
Than you did the year before, 
Then phone “A Happy New Year” 
To a hundred friends, or more. 


Don’t try to stop your smoking, 
Or not touch another weed, 

For you know as well as I do 
That you never will succeed. 

: ST an a ee 
Don’t promise you'll stop drinking 
Throughout the coming year 

Then go out and fill yourself 
With bootleg hooch and beer. 


So cut out resolutions, 
Don’t say what you won't do, 
For you made the self-same prom- 
ises 
On the first of twenty-two. 





In a Sleeping Car 
(Just between ourselves) 

The bleachers at a ball game on 
the Fourth of July is the most com- 
fortable place on earth. Next to it 
comes the sleeping car. All Pull- 
mans are built for dwarfs and acro- 
bats, others who try to find com- 
fort in them are doomed to disap- 
pointment. 





A person intending to take a 
night trip should first practice 
sleeping in a cigar box for several 
weeks. After he has learned to un- 
dress in it without knocking his 
teeth out with his knees and also 














gotten accustomed to _ staying 
awake all night, he can travel in a 
sleeping car with comfort. 

The most attractive features of 
the modern sleeping car are the 
number of mirrors in it and its 
name. Another strong point in its 
favor is the amount of space de- 
voted to a washroom. At least 
three people can get in a sleeping 
car washroom without putting each 
other’s eyes out with their elbows. 

Then the nickel-plated wash- 
stands are interesting and a person 
can always spend a pleasant quar- 
ter of an hour trying to make the 
water stay in them. The other oc- 
cupants of the room are always pa- 
tient and are sometimes’ kind 
enough to offer suggestions as to 
how the knob on top of the stand 
should be turned. After the trav- 
eler gets his face washed and a 
small piece of soap in the corner of 
each eye he will enjoy looking for 
towels in the rack above his head. 
The rack is full of towels (some- 
times) and when through accident 
or otherwise they happen to give 
out, it is quite a pleasant sensation 
to feel the soap burning your eyes 
while the porter has gone into the 
dining car to borrow a napkin for 
you. 


An old traveler will tell you to 
give the porter a five dollar bill 
as soon as you get on, then he will 
not nail down the cover in your 
berth. When you begin to feel 
sleepy, go back into the combina- 
tion smoker and washroom and 
light a cigar for a bluff. As soon 
as everyone else leaves the room 


grab a bar of soap and a towel or 
two and put them in your pocket. 
You can always get at least a half 
dozen sleeping car towels in your 
vest pocket without any trouble. 
After you have concealed the tow- 
els and soap about your person go 
back to your seat and try to read 
until everyone else in the car has 
retired, then you can disrobe with- 
out embarrassment. 

First take off your collar, tie, 
coat and vest, and mash them into 
the hammock in your berth; next, 
sit down on the edge of the berth 
and try to take off your shoes. 
You will, of course, find that the 
strings are in a hard knot, and you 





will bump your head a dozen or 
more times in untying them, but 
that won’t matter. Then call the 
porter; when he arrives you must 
stand on your head in the aisle to 
let him pull your trousers off. 
Don’t worry about the change that 
drops out of your pockets. That 
belongs to the porter. Next you 
jump into your berth and _ stick 
your head out between the curtains 
so that he porter can “skin” your 
shirt off for you. 

Now you will be ready to hunt 
for a place to hide your purse and 
watch. The best plan is to put 
them in your trousers pocket and 
hide your trousers under the pil- 
low. You will have more trouble 
every time you want to know what 
time itis. The only thing left then 
is to go to sleep, and that never 
takes over five hours. 
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The next morning when the por- 
ter calls you (just as you have 
dozed off) jump right up and rush 
back into the washroom, laughing 
all the while because you were 
smart enough to be called earlier 
than anyone else. When you reach 
the washroom and find it crowded, 








don’t cuss the porter. The other 
fellows tipped him just as much as 
you did to be called first. After 
you have shaved and parted your 
hair diagonally across your head as 
the result of half an hour’s work, 
you will find it almost time to get 
off at your station. 





When the porter gets through 
brushing your clothes give him an- 
other half dollar because you are 
afraid not to. Then get off the car 
with a pleasant smile on your face. 
Sell lots of appliances and go back 
on a day train. 


When You Stroll In 
(In the middle of a film) 


I saw a handsome actor, 
In filmland he’s a factor, 
Get on his knees before a lady fair. 


It was ten to one or better 

With that loving look he’d get her 

And I settled back with a contented 
air. 


3ut I nearly had a fit 

When these words on that screen 
lit: 

“NO USE TO LIE, JOHN, FOR 


ISAW YOU THERE.” 





a 

















I saw a fellow shabby, 

With clothes unpressed and flabby, 

Approach a mansion with a cring- 
ing air. 


I knew that he was needy 

And I hoped that they’d be speedy 

With the food and drink that they 
would give him there. 


But I felt that I’d be bumped, 
On the screen these words then 
jumped: 


4 “BACK HOME AGAIN GOES 


MULTI-MILLIONAITIRE.” 


Plan to Build Large Holder 


on Long Island 

Bay Shore, L. I.—If the plans of 
the Long Island Lighting Com- 
pany materialize this village by 
next spring will witness the com- 
pletion of the installation of what 
will be the largest gas holder in the 
county. It will be erected by the 
Cruse-Kemper Company. ‘The 
holder will be 100 feet high and 
100 feet in diameter and will have 
a capacity of 500,000 cubic feet. 
It will be located on the west side 
of 5th Avenue, north of Long Isl- 
and Railroad tracks. 

The capacity of this holder will 
be double that of all of the other 
holders in Suffolk County com- 
bined, and will have five times the 
capacity of the present holder. The 
district to be supplied by the holder 
covers the South Shore of Long 
Island from Massapequa east to 
Bellport, and also takes in Hicks- 
ville, Central Park and Farming- 
dale. 

Work on the foundations has al- 
ready been started and will con- 
tinue during the winter months so 
that the holder may be completed 
by spring to prepare for the heavy 
demands on the service during the 
summer. A larger station, meter 
and larger station governor will be 
installed with the new holder with 
proper housing facilities. The of- 
ficials of the company are planning 
further improvements and exten- 
sions during the coming year, the 
necessity for which is getting 
stronger every day, 


Quackenbush Joins Giest 


Forces 
Charles H. Quackenbush, for six- 
teen years manager of the St. Clair 
County Gas & Electric Co., East 
St. Louis, Illinois, is to joint the 
C. H. Giest organization and after 
January 1st will be located at Wil- 
mington, Delaware. Mr. Quacken- 
bush has always been very active in 
civic affairs in East St. Louis and 
just completed a term as IlIlustri- 
ous Potentate of Ainad, Ancient 
Arabic Order Nobles of the Mystic 

Shrine, East St. Louis. 


Will Erect Large Holder 

Leominster, Mass.—The Leo- 
minster Gas Light Co. has award- 
ed the contract to the Stacey Man- 
ufacturing Company, Cincinnati, to 
erect a large gas holder at their 
plant in this city. 
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Public Utilities Securities Market 


Report 


Prices of Representative Gas Bonds 


(Quotations furnished by The National City Company) 


Dec. 28, 1922 


Company, Maturity Bid Asked 

American Lt. & Trac. Co............Five Year 6s.........May 1, 1925 109 110 
Brooklyn Union Gas Co............ First Consol. 5s......May 1, 1945 9544 96% 
Columbia Gas & Elec. Co.......... Pee OB ca siccccsssecmeae 3 208 954% 97 
Consol. Gas, Elec. Lt. & Pr. Co. of 

ESO Sr eee First Ref. 7¥4s....... Dec. 1, 1945 110 111 
Consol. Gas, Elec. Lt. & Pr. Co....General 414s......... Feb. 14, 1935 91% 92% 
New Amsterdam Gas Co............ First Consol. 5s......Jan. 1, 1948 84 86 
Denver Gas & Elec. Co... 2.000.006: Gen. (now Ist) 5s....May 1, 1949 9214 94 
ee Sy ere 4 See Jan. 1, 1923 100 - 
Equitable Illum. Gas Lt. Co. of 

IS oii nna de Reka <i Bike g MN as xed aon 0d Jan. 1, 1928 101% 103 
Hudson County Gas Co............ First 58.........cs00sNov. 1, 1949 92% — 
Laclede Gas Light Co............00. Ret. & Ext. Ss.....554 Apr. 1, 1934 92 93 
Louisville Gas & Elec. Co.......... First @ Met. Ve... <x. Called Dec. 1 100 — 
MEMEO SAGE Cis ccc cicscsecces First & Ref. 5s:.....Mar. 1, 1946 91 93 
Milwaukee Gas Light Co........... PR G8. cds cece May 1, 1997 9244 93 
Pateee Gee. & Bist. CB... 2. cccccs Gen. & Ref. 5s......Jan. 1, 1942 91% 92% 
Pacmse Ges @ Elec. Go........00805 First & Ref. 7s...... Dec. 1, 1940 105% — 
8 a er Unif. & Ref. 5s......Nov. 1, 1937 97 97¥% 
Peoples’ Gas Lt. & Coke Co........ Refunding 5s.........Sept. 1, 1947 8914 93 
Chicago Gas Lt. & Coke Co........ ,. fee July 1, 1937 9% — 
Portland Gas & Coke Co........... First & Ref. 5s...... Jan. 1, 1940 90 92 
Seattle Lighting Co....... RPE BR Refunding 5s.........Oct. 1, 1949 8214 85 
Southern California Gas Co........ | ee A ee: 97 99 
Utica Gas & Electric Co.........+. Ref. & Ext. 5s....... July 1, 1957 9114 92! 
Washington Gas Light Co.......... General 5s...........Nov. 1, 1960 914 96% 
Western States Gas & Elec. Co. of 

NEE SA titaioadsoullotenbtebs First & Ref. 5s...... June 1, 1941 91 93 





Demand for Gas Company 
Stock 


Los Angeles, Cal—Substantial 
grounds for the recent demand for 
the preferred stock of the Los An- 
geles Gas & Electric Corporation 
around 91% is found in the latest 
earnings statement as furnished by 
Bond & Goodwin & Tucker. This 
shows that gross earnings in Oc- 
tober were $851,690 as compared 
with $762,455 for the correspond- 
ing month last year, while operat- 
ing expenses and taxes declined 
from $569,201 to $561,672. 

For the fiscal year ended Octo- 
ber 31, 1922, gross earnings 
amounted to $11,545,718, as com- 
pared with $9,407,321 in the pre- 
ceding year. Net earnings were 
$3,579,416, as against $2,063,136 in 
1921, an increase of $1,516,280. The 
balance for dividends and surplus 
on October 31, 1922, was $1,640,- 


798, which compares with $684,190 
on the corresponding date last year, 
the increase of $956,608 being 
equivalent to about 130 per cent. 


As a result of additional finan- 
cing for the purposes of general 
expansion, bond interest require- 
ments increased during the year 
$478,742, but the increase in net 
earnings was more than three times 
this amount. A large amount of 
capital has gone into plant exten- 
sions and betterments and as a re- 
sult of this property values have 
been substantially increased. The 
financial showing made by the com- 
pany can hardly be construed 
otherwise than as a remarkably 
strong one. 


The Los Angeles Gas & Electric 
Corporation serves a large part of 
Los Angeles City, Pasadena, South 
Pasadena, Alhambra. 


2 a one per cent dividend. 


Financial Statement 

The American Gas and Electric 
Company declared a stock dividend 
of 25 per cent in addition to the 
regular quarterly dividend of 2% 
per cent in cash on common stock, 
both payable December 30 to stock 
of record December 15. The regu- 
lar quarterly dividend of 1% per 
cent on preferred was also declared 
payable February 1 to stock of 
January 15. 


The Marland Oil Company has 
declared the regular quarterly div1- 
dend of $1 a share, payable Janu- 
ary 1 to stockholders of record De- 
cember 20. 


The National Fuel Gas Company 
on December 11 declared a 100 per 
cent stock dividend. The capital 
was increased from $32,000,000 to 
$37,000,000. 


Oklahoma Natural Gas declares 
The last 
dividend was for 2 per cent on July 
20, 1921. 
Stockholders of the Prairie Oil 
and Gas Company ratify a capital 
stock increase of 200 per cent, pay- 
able to stockholders December 20. 





Earnings of the Sinclair Pipe 
Line for ten months ended October 
31, net income $4,255,618 after 
charges, but before taxes. 





Pacific Coast Co. Proposes 
Stock Dividend 

Los Angeles, Cal.—The Southern 
Counties Gas Company of Cali- 
fornia has applied to the State Rail- 
road Commission for permission to 
issue $750,000 of its common cap- 
ital stock as a dividend to stock- 
holders of record of November 1, 
ot the present year. This proposed 
stock dividend represents in part 
accumulated and wunappropriated 
surplus expended for permanent 
improvements and betterments of 
the property. The total surplus so 
invested is given as $938,740.37. 
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Standard Gas & Electric 
Authorizes New Preferred 


Shares 

The Board of Directors of Stand- 
ard Gas and Electric Company has 
authorized the issuance of $2,460,- 
000 new 8 per cent cumulative pre- 
ferred stock, in shares of $50 par 
value, to take care of certain con- 
version privileges of its funded debt 
and to provide capital for the re- 
quirements of its growing business. 
Stockholders’ rights to subscribe 
will expire on January 31, 1923. 

A preliminary earnings statement 
of Standard Gas and Electric Com- 
pany to be issued soon after the 
first of the year, will show the 
largest earnings in the company’s 
history and a substantial increase 
over the preceding year, according 
to President H. M. Byllesby. 
Standard is a holding company 
which performs financing, engin- 
eering and operating services for 
utility properties serving 600 com- 
munities with 2,300,000 population 
in sixteen states. These properties 
are doing a greatly increased busi- 
ness and are now variously con- 
structing new water powers, steam 
plants and transmission lines in 
California, Oregon, Minnesota, 
Kentucky, Oklahoma and _ else- 
where. During the twelve months 
ended October 31, 1922, gross earn- 
ings of the, operated utilities were 
$36,726,524, and net earnings 
amounted to $13,464,475. These 
figures represent an increase of $1,- 
961,040 in gross and $1,498,855 in 
net, the latter being a gain of 12.5 
per cent as compared with the pre- 
vious twelve months. 

In addition to equipping the op- 
erated properties so that they can 
take on large amounts of new busi- 
ness, the construction now in prog- 
ress and soon to be started will en- 
able operating efficiencies which 
should favorably affect their net 
earnings. The electrical output of 
these properties during the first 
nine months of the present year 
showed an increase of more than 
14 per cent. 





| A || RC ER | | AS Ae 
NEWS OF THE 


INDUSTRY 


Plans Service Extensions 

Salt Lake City, Utah—One of 
the sure signs of the coming pros- 
perity of Utah Lake Valley is the 
comprehensive scheme of develop- 
ment planned by the Utah Valley 
Gas & Coke Company of Provo, 
now serving gas to nearly 2,000 
customers for the metropolis of 
Utah County as well as in Spring- 
ville and Spanish Fork. They 
have recently acquired franchises 
iii Lehi, American Fork, Salem, 
Pleasant Grove and Payson, and 
engineers are already drawing 
plans for the extension of service 
tu these communities. When these 
lines are completed the company 
will be one of the largest gas dis- 
tributors of the intermountain 
country, serving many of the most 
prosperous cities of Central Utah. 

The Utah Valley Gas & Coke 
Company was organized seven 
years ago with Provo backing, but 
large eastern interests are now in- 
cluded in the directorate. East- 
ern capital will be largely repre- 
sented in the expansion plans of 
the company. 

The gas is manufactured in the 
Provo gas plant. Through scores 
of miles of mains and distributing 
pipes the company now furnishes 
115,000 feet of gas daily or nearly 
a million feet a week, which is used 
in the three towns served for do- 
mestic fuel, industrial fuel and heat 
and lighting. They are furnishing 
gas lights for 600 homes and 300 
gas heaters are used, while the 
number of gas stoves in use is in- 
creasing rapidly. 

According to General Manager 
Walter Adams of Provo, who is 
also vice-president of the company, 
the plans for the future depend 
largely upon the early consumma- 
tion of the plans of the Columbia 
Steel Corporation, which will erect 
blast furnaces and coke ovens on 
its site’ between Provo and Spring- 
ville for the making of pig iron 
and steel, and which expects to be 
on an operating basis in about 14 
months. 








The steel company will be a pro- 
ducer of large quantities of gas 
from its coke ovens, and this gas 
will probably be sold as a by- 
product for industrial and domestic 
use throughout Utah County as 
well as in Salt Lake City. Nego- 
tiations are known to be pending 
whereby the Utah Valley Gas & 
Coke Company may be a large cus- 
tomer of the steel corporation and 
distribute the gas to all the terri- 
tory along the eastern side of Utah 
Lake from Lehi to Payson, a dis- 
tance of 30 miles. 

In the event of failure to reach 
en agreement the Utah Valley Gas 
& Coke Company will doubtless en- 
large its own plant to take care 
of the additional territory now 
under consideration. However, 
there is every reason to believe 
that the starting of the steel in- 
dustry in Utah Valley will be fol- 
lowed by the closing of contracts 
with existing gas companies to the 
end that the public will profit by 
a cheaper gas service, adding to 
the comfort of many homes and 
stopping further spread of the 
smoke evil which has come in both 
Salt Lake and Utah Lake Valleys 
as the direct result of increased in- 
dustrial activities and coal con- 
sumption. 

Being a modern concern in evy- 
ery respect the Utah Valley Gas 
& Coke Company began its service 
with the best of equipment. 

“We have perfected a wonderful 
system of gas lighting,” said Mr. 
Adams, “and the number of cus- 
tomers in this division is increas- 
ing rapidly. We can achieve a soft, 
pleasant glow that is finding great 
favor for residential lighting, the 
result of recent improvements in 
burners. Housewives generally are 
being attracted by the latest im- 
provements in gas ranges and the 
methods of oven control which 
have practically eliminated all 
cooking worries. 

“The gas heater is also in large 
demand for emergency heating and 
the gas fireplace is a decided at- 
traction in any home. Gas will un- 
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doubtedly be the main fuel of the 
future in Utah because of our un- 
limited coal supply which will fur- 
nish unlimited quantities of gas for 
future generations and by reason 
of the fact that gas is unquestion- 
ably the handmaiden of conveni- 
ence.” 

A. F. Barringer of New York is 
president of the Utah Valley Gas 
& Coke Company while the balance 
ot the directorate is made up of 
Provo business men. Among these 
are Mr. Adams, W. H. Brereton, 
vice-president and director; J. H. 
Syne, secretary and treasurer ; John 
M. Vick and S. A. Stum, directors. 





Hanover, Mass., to Have New 
Holder 


Hanover, Mass.—The contract 
for the new gas holder to be erected 
in this town has been awarded to 
the Stacey Manufacturing Co. of 
Cincinnati, Ohio. Work has been 
started. 


Fred A. Marsh Dead 


The Link-Belt Company has an- 
nounced the sudden death of Fred 
A. Marsh, the general purchasing 
agent of the company, at his home, 
No. 6436 Greenwood Avenue, Chi- 
cago, on the evening of December 
lith, at the age of 52 years. 

Mr. Marsh was a member of the 
Link-Belt organization for over 33 
years; was one of the organizers 
of the Purchasing Agents’ Associa- 
tion of Chicago, and served ably as 
the first president; has been for 
some years a director in the Na- 
tional Association of Purchasing 
Agents, and will be remembered 
by his large circle of business ac- 
quaintances as a particularly well- 
informed man in his line, of sterling 
character, absolutely impartial in 
his treatment of sellers, buying on 
merit, and an honor to the impor- 
tant business profession of pur- 
chasing agent. 





Heavy-Oil Nebulizing System 
Popular 

The U. G. I. Heavy Oil Nebuliz- 
ing System, which was recently of- 
fered to the gas industry by The 
U. G. I. Contracting Company of 
Philadelphia, has been received with 
approval, according to the orders be- 
ing received by that company. Re- 
cent gas companies to adopt the 
U. G. I. Heavy Oil Nebulizing Sys- 
tem include the Bridgeport (Conn.) 
Gas Light Co., Malden & Melrose 





Gas Light Co., Malden, Mass.; Con- 
solidated Electric Light & 
Power Company of Baltimore, Md., 
and the Western United Gas & Elec- 
tric Co., Joliet, Il. 


Gas, 


To Have Vertical Waste-Heat 
Boiler at Camden, N. J. 
The U. G. I. Contracting Co. of 
Philadelphia has received a contract 
from the Camden (N. J.) Coke 
Company for the installation of one 
U. G. I. vertical waste heat boiler 
installed in connection with its 
carburetted water gas apparatus. 


Installing Scrubber-Condens- 
er in Fort Wayne 

The Northern Indiana Gas & 
Electric Company is having a scrub 
ber-condenser installation made at its 
Fort Wayne plant. The work is be- 
ing done by The U. G. I. Contracting 
Company of Philadelphia. 


Orders Thermo Control 

The City Gas Company of Nor- 
folk, Va., has placed orders with 
The U. G. I. Contracting Company 
ot Philadelphia for one of the new 
U. G. I. Thermo Controls to be in- 
stalled on their present U. G. I. Au- 
tomatic Control. 


Rochester, N. Y., Co. Expand- 
ing Water Gas Plant 

The Rochester (N. Y.) Gas & 

Electric Corporation is preparing to 

expand its water gas plant, in order 


to meet the demands of increased 
consumption. The U. G. I. Con- 
tracting Company of Philadelphia 


has been awarded the contract cov- 
ering this expansion and will install 
a 12 ft. carburetted water gas ap- 
paratus, of exceptional design, to- 
gether with waste heat boiler. The 
U. G. I. Thermo-Automatic Control 
will be installed with the apparatus. 





Shares Offered by Lawrence 


Gas Company 

Lawrence, Mass.—Stockholders of 
record Dec. 21 of Lawrence Gas 
Company are offered right to sub- 
scribe for two shares of new stock 
for every nine shares of old stock 
at $100 a share, according to an- 
nouncement made by the officers of 
the corporation. The right to sub- 
scribe will expire at 12 o’clock on 
Tan. 27 and payments must be made 
on or before that hour. The in- 
crease in stock, amounting to 5,729 





shares, has been approved by the De- 
partment of Public Utilities. 
Authorize Average Gas Rate 

of $1.70 for Saratoga, N. Y. 

Albany, N. Y.—The Public Serv- 
ice Commission, under an order just 
issued, authorized the Adirondack 
Power and Light Corporation to file 
a new schedule of rates for gas in 
Saratoga Springs, under which it 
will receive an average rate of $1.70 
a thousand cubic feet. 

This rate was determined by the 
Commission after an inquiry and it 
was based the valuation of the 
company’s property used in supply 
ing gas in Saratoga Springs, made 
by the Public Service Commission, 
Second District, plus the value of ad- 
ditions and betterments to its prop 
erty. The rate, it is estimated, will 
give the company a return of 7% per 
cent on the value of the property 
used in giving service. 

The company some time ago filed 
a rate of $1.90 a thousand cubic feet. 
This was suspended by the Commis 
sion pending this decision, and the 
company was allowed to charge a 
temporary rate of $1.80 a thousand 
cubic feet for the first 25,000 cubic 
feet and $1.60 a thousand for over 
25,000 cubic feet, with a discount for 
prompt payment of ten cents a thou- 
sand feet. 


on 


New Gas Co. Would Increase 
Capitalization 

Columbus, Ohio.—The Ohio Fuel 
Supply Co., Columbus, contemplates 
separating all its natural gas interests 
from its other properties by transfer 
ring the former to the newly formed 
Ohio Fuel Gas Co. 

\pplication for authority to make 
such a transfer has been made to the 
Utilities Commission by the new 
company, which wants authority also 
to increase its capitalization from 
$1,000,000 to $25,000,000. Fred W. 
Crawford, Columbus, is president, 
and W. H. Thompson, Columbus, 
secretary, of the new concern. 

Among the Ohio Fuel Supply 
property to be taken over by the Ohio 
Fuel Gas Co. are 600,000 acres of un- 
developed gas leases in Ohio, 140,450 
acres of developed leases, 1,728 gas 
wells, 528 miles of pipe line, nearly 
%.000 miles of mains, 57,908 service 
lines, 67,349 meters, regulating and 
compressing stations, office buildings 
at Columbus and Zanesville, operat 
ing equipment and other assets. 
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Can Sell Bonds to Reimburse 


Treasury 

San Francisco, Cal—The South- 
ern California Gas Company has 
been authorized to use the pro- 
ceeds from the sale of $197,000 
of its first and refunding mortgage 
bonds, previously authorized, to 
reimburse its treasury on account 
of earnings used for additions and 
betterments. 

The Southern California Gas 
Company distributes natural gas 
and mixed gas in Los Angeles, 
San Fernando Valley cities, Ver- 
non, Redondo Beach, Hermosa 
Beach, Manhattan Beach, San Ber- 
nardino, Riverside, and contiguous 
territory. The territory served by 
this utility is located in that rich 
region in and adjoining the Los 
Angeles section of the state where 
the demands for gas service are 
easily keeping pace with the re- 
markable increase in population. 





Robertshaw Company Gives 
Life Insurance to All 
Employees 
The Robertshaw Thermostat 
Company, Youngwood, Pa., has 
recently completed arrangements 
for life insurance covering all em- 
ployees, ranging in amounts up to 
a maximum of $1,500, based upon 

length of service. 

This insurance is now in effect 
and it is expected that the indi- 
vidual policies will be received and 
distributed within a short time. 





The Robertshaw Thermostat 
Company began manufacturing 
automatic temperature controllers 
in Pittsburgh in 1899 and moved to 
Youngwood in 1914, where they 
operate a brass foundry, machine 
shops, assembling and nickel plat- 
ing departments. 

Each year of their business his- 
tory has shown substantial prog- 
ress and during the past year the 
increase has developed so rapidly 
as to necessitate the erection of an 
additional building, which is now 
in course of construction and will 
be completed and ready for occu- 
pancy about February Ist. 





R. L. Wood Leaves Cruse- 


Kemper Co. 

Robert L. Wood has resigned as 
secretary and assistant treasurer of 
the Cruse-Kemper Co., Ambler, 
Pa., and on January 1st becomes 
associated, as vice president and 


treasurer, with the John’ Clark 
Sims Co., Ltd., general advertising 
agents, of Philadelphia. 

Mr. Wood is a graduate civil en- 
gineer, University of Pennsyl- 
vania; he had a short training with 
the Phoenix Iron Co., followed by 
an education in the manufacture 
and distribution of illuminating 
gas, with the United Gas Improve- 
ment Company. In 1912 he joined 
the Cruse-Kemper Co., builders of 
gasholders and fabricators of gen- 
eral steel plate work. His work 
there, as an official and purchasing 
agent, has provided an experience 
in buying; selling and operating 
that should be useful to many con- 
cerns connected, both directly and 
indirectly, with the steel business 
in their advertising. 


G. L. Jeffers Chosen New 
Head of Legion 
George L. Jeffers, commercial 
agent of Fulton County Gas and 
Electric Co., was elected com- 
mander of the American Legion 
post at the final meeting of the 
year of that organization. Other 
officers chosen for the year were 
as follows: Vice-commander, J. B. 
Judson, Jr.; adjutant, Alfred R. 
Rekemeyer; secretary, Daniel A. 
Getman; treasurer, Stanley Porter. 
During the meeting a letter was 
read from Mrs. Frye of the Red 
Cross, telling of the Gloversville 
ex-service men now in hospitals. 
A committee was appointed to send 
Christmas remembrances from the 
Legion members to their confined 
comrades. The new rooms of the 
Legion in South Main Street, 
which will be occupied January 1, 
were discussed at considerable 
length and it was announced that 
the dues, payable January 1, were 

now being received. 


Bond Issue Authorized 

San Francisco, Cal..~-The West- 
ern States Gas & Electric Com- 
pany has been authorized by the 
California Railroad Commission to 
issue and sell on or before March 
1. 1923, at not less than 89 per cent 
of their par value and accrued in- 
terest, $127,000 of its first and re- 
funding mortgage 5 per cent gold 
bonds due June 1, 1941, and to use 
the proceeds to finance in part con- 
struction expenditures. 











Brockton Co. Adds to Plant 
Brockton, Mass.—The Brockton 
Gas Co., has started work on an 


addition to their gas plant on Grove 
Street, this city. Practically all 
the work is being done inside the 
old structure at the plant. The 
project will cost in the neighbor- 
hood of $100,000, and the latest 
equipment will be installed by the 
owners. 


Pittsfield Gas Co. Plans 
Erection of Building 

Pittsfield, Mass.—The Pittsfield 
Coal Gas Company is planning the 
erection of a two-story brick and 
steel addition to their gas plant in 
this city. The plans are now in 
preparation by Architects Harding 
& Seaver, 7 North Street, this city, 
and the project will cost about 
$25,000. 





New Bewen Co. to Have New 


Boiler House 

‘New Haven, Conn.—The New 
Haven Gas Company is having 
plans prepared by Engineers, 
Westcott & Mapes, Inc., 207 
Orange Street, this city, for the 
erection of a new brick, steel and 
concrete boiler house at_ their 
Chapel Street plant, this city. The 
new structure will house two large 
boilers to be installed. 


Elected to Board of Hartford 
Company 

E. C. Johnson, a prominent busi- 
ness man of Hartford, Conn., was 
this week elected a director of the 
Hartford (Conn.) City Gas Light 
Company, succeeding the late 
James H. Knight. Mr. Johnson is 
vice-president of the First National 
Bank, Hartford; director of the 
Dime Savings Bank, Hartford; di- 
rector of the Glastonbury, Conn., 
Knitting Mills; and a director of 
the National Exchange Bank of 
Lockport, N. Y. 


Owosso Gas Co. Sold 

Owosso, Mich.—Sale of the stock 
of the Owosso Gas Co. to Ralph 
B. Wagner of Alma, president of 
the Gratiot-co Gas Co., has been 
announced. Wagner takes imme- 
diate possession. 

The company has been owned 
since April, 1921, by C. D. Bell, 
S. Q. Pulver and Walter M. Bush. 
They have spent thousands of dol- 
lars increasing the efficiency of the 
plant. 

It is understood that the new 
owner plans to install a high pres- 
sure system and extend the gas 
service to Corunna and Durand. 
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Concumere Saved $20,000,000 


San Francisco, Cal—Consumers 
of California were saved $20,350,- 


000 during the past fiscal year 
through the reduction of public 
utility rates by the State Railroad 
Commission, the saving being fig- 
ured on an annual consumption 
basis, says the annual report of 
the commission filed recently with 
Governor Stephens and covering 
the twelve months beginning July 
1, 1921, and ending June 30, 1922. 

The savings to consumers, the 
report says, were.as follows: 

Electricity rates, $6,000,000; gas 
rates, $2,900,000; railroad rates, 
$10,450,000; express rates, $1,000,- 
000. 

“Notwithstanding these sale re- 
ductions,” says the report, “the 
California utilities as a whole, in- 
cluding the railways, gas and elec- 
tric, water, telephone and telegraph 
utilities, have done a larger amount 
of business the past year than in 
any previous twelve-month period.” 

The report reveals that the oper- 
ating revenues for steam and elec- 
tric railways, gas, electric, water, 
telephone and telegraph utilities, 
warehouses, etc., totaled $777,674,- 
991.20 during the past year, as com- 
pared with $735,048,863.85 the pre- 
vious year, an increase of $42,626,- 
127.35. 

The operating expenses of the 
same class of utilities that are regu- 
lated by the Commission amounted 
to $585,954,737.68 for the past year, 
as against $599,015,659.20 for 1920. 

The increased revenue and lower 
costs, the report explains, resulted 
in net operating revenues of $191,- 
720,253.52 in 1921 as compared to 
$136,033,206.65 in 1920, a gain of 
$55,687,046.87. 

Public utility regulation as work- 
ed out in California during the past 
decade, the Commission claims, 
completely vindicates the State’s 
system of regulation. 





Raising Building 15 Feet 

Spencer, Mass. — Work has 
started on a large addition at the 
gas plant on Elm Street, here, of 
the Spencer Gas Company. ‘The 
present building will be raised 
about fifteen feet and will have a 
new roof and steel sash, besides 
several inside alterations, to give 
the plant more capacity. The work 
planned will cost about $45,000. W. 
M. Russell, 77 Franklin Street, 
Boston, is the engineer. 





Dallas Gas Co. to Build New 


Home 

Dallas, Texas.—The city has 
granted the Dallas Gas Co.’s requi- 
sition for $106,370 worth of im- 
provements for a permanent plant 
to be erected at once on property 
in the vicinity of Logan St. and the 
Santa Fe tracks. 

The requisition for the improve- 
ments which the company filed 
through J. W. Everman, super- 
visor of public utilities, for the im- 
provements states that a new build- 
ing will be erected costing approxi- 
mately $76,000 on a two-acre site 
to cost the company $25,850. 

It is estimated that the company 
will save $12,000 per year in rent- 
als it now pays for six different lo- 
cations in the city for use as sub- 
stations. 

The $106,370 has been added to 
the property values of the com- 
pany. 


Install Additional Street 
Lighting 

Announcement has been made by 
the Welsbach Street Lighting Co. 
of America that the following 
places have installed additional 
Welsbach gas street lamps during 
the past month: 

Kenmore, N. Y.; Passaic, N. J.; 
Haverhill, Mass.; Indianapolis, 
Ind.; Augurville, Conn.; Palmyra, 
N. J.; Brookfield, Ill.; Cleveland, 
Ohio; East Orange, N. J.; South 
Orange, N. J.; Portland, Me.; St. 
Louis, Mo.; Centreville, Conn.; 
Riverton, N. J.; Oakland, Cal; 
Washington, D. C.; Montclair, N. 
J.; Totowa, N. J.; Sea Gate, N. Y.; 
Pelham Manor, N. Y.; Hamden, 
Conn.; Boston, Mass.; Baltimore, 
Md.; Pittsburgh, Pa. 





Pacific Coast Gas Engineers 
Met 


Los Angeles, Cal.—Gas engineers 
of local utilities as well as those of 
other California gas companies met 
recently in San Francisco where a 
meeting of the Joint Committee on 
Economy and Efficiency of the 
Railroad Commission of the State 
of California took place. Many 
prominent gas figures of Southern 
California made the trip to San 
Francisco. They were as follows: 

F. S. Wade, president of the Pa- 
cific Coast Gas Association and su- 
perintendent of operation of the 
Southern Counties Gas Co., San 





Francisco: Harry L. Masser, gas 
supervisor of the State R. R. Com- 
mission, Los Angeles; L. M. Klau- 
ber, superintendent of the San Di- 
ego Consolidated Gas & Elec. Co.; 
A. B. Day, general superintendent 
of the Los Angeles Gas & Electric 
Corporation, and F. J. Schaffer, 
assistant general manager of the 
Southern California Gas Company. 
The Joint Committee of the Rail- 
road Commission comprises an 
organization of engineers and ex- 
perts of gas utilities and of the 
Commission. During the past two 
years the body has carried on ex- 
tensive experimental and investiga- 
tion work at the gas plant of the 
Southern Counties Gas Company of 
California at Santa Barbara and 
that of the Pacific Gas & Electric 
Corporation at San Jose. 


Chief Auditor of Cities Serv- 
ice Visits Denver 

Twenty years ago the lamp clerk 
in the Denver Gas and Electric 
Light Company’s office was Paul 
R. Jones. Recently, there was seen 
walking in the Denver concern’s 
office Paul R. Jones, of New York, 
secretary of Henry L. Doherty and 
chief auditor of the Cities Service. 

The same Paul Jones, just a lit- 
tle older, better schooled in the 
business world and a proof that 
Henry L. Doherty made no mis- 
take when he boosted the lamp 
clerk to bigger and greater things. 

Mr. Jones’ visit to Denver is one 
of inspection, but, as his mother 
and brother live in the mile-high 
city, we might be right in styling 
it a home-coming for the Yuletide. 
He expresses great delight and sur- 
prise in the beautiful growth of 
Denver since he went down East, 
and he carries the message of a 
Merry Christmas to all of Denver 
from Henry L. Doherty and an as- 
surance that Mr. Doherty is going 
to do his utmost to make Denver 
the “smokeless city.” 


Smelter to Use Natural Gas 

The United States Zinc Com- 
pany, a subsidiary of the American 
Smelting and Refining Company, 
purchased forty acres near the City 
of Amarillo, Texas, and plans are 
under way for the construction of 
a five-block $400,000 smelter. To 
smelt ‘the zinc ore, natural gas from 
the Panhandle fields will be used. 
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Has 3,190 Gas Consumers 

San Francisco, Cal—The Coast 
Valleys Gas & Electric Company, 
incorporated in March, 1912, owns 
electric, gas and water properties 
and operates without competition 
in Monterey, Salinas, Pacific Grove, 
Carmel, King City, San Ardo and 
other towns in the Salinas valley 
and adjacent territory. 

It served a rich agricultural sec- 
tion susceptible of great develop- 
ment and in which the-demand for 
electric energy is constantly in- 
creasing. 

The company owns a total of 460 
miles of electric transmission and 
distribution lines; three reserve 
steam electric generating plants; 
modern gas manufacturing plants 
with generating capacity of 816,000 
cubic feet per day; 56 miles of 
mains ; and up-to-date water pump- 
ing and distribution systems. 

On account of its central loca- 
tion, abundant natural resources 
and accessibility to all markets, 
both by rail and water, Monterey 
County, and particularly Salinas 
valley, constitutes an excellent field 
for the sale of electric energy. 

The company’s transmission and 
distribution system has already 
been built through 76 miles of the 
valley, and as a result the pumping 
load has increased from 500 horse- 
power in 1912 to 9,283 horsepower 
in 1922, or about 1,850 per cent. 

The company also serves a thriv- 
ing fishing and canning industry at 
Monterey with connected load of 
1200 horsepower, the total connect- 
ed load for all purposes, aside from 
lighting, being about 13,500 horse- 
power. 

According to the 1920 census, the 
population of the territory served 
is 27,980. 

On September 30, 1922, the com- 
pany had 6,347 electric consumers, 
3,190 gas consumers and 1,591 wa- 
ter consumers. 





Cities Service Company in 
November 

In the twelve months ending No- 
vember 30, 1922, earnings of Cities 
Service Company continued to in- 
crease. Gross earnings in this pe- 
riod were $14,564,749 as compared 
with $14,558,623. for the twelve 
months ending October 31, 1922, 
while net earnings increased from 
$14,123,421 to $14,125,234. After 
payment of all interest charges and 
preferred stock dividends of $4,- 
915,559 there remained a net to 


common stock and reserves of $6,- 
900,075, which was equivalent to 
$14.82 earned during the twelve 
months on the average amount of 
common stock outstanding. For 
the month of November alone, 
gross earnings increased to $1,183,- 
019 as compared with $1,114,937 
for the preceding month, October, 
1922. Net in November totaled $1,- 
145,663, a substantial increase over 
net earnings of the preceding 
month, which were $1,071,587. The 
earnings statement for the month 
of November shows there was 
available for common stock and re- 
serves, after taking care of all in- 
terest charges on the preferred 
stock, $511,874, a further marked 
increase of more than 20 per cent 
over the total of $414,000 for the 
preceding month. Total surplus 
and reserves as of November 30, 
1922, were $46,303,081. 

Earnings of the Public Utility 
Division for the month of Novem- 
ber were gratifying, both gross and 
net exceeding October by a consid- 
erable sum and were much larger 
than for the corresponding month 
of 1921. 

Construction work is progressing 
satisfactorily at Lorain, Toledo, 
Denver, Joplin, Salina and other 
properties. An interchange power 
agreement has been entered into be- 
tween the Ohio Power Company, 
the Ohio Public Service Company 
and the Toledo Edison Company 
under which the systems of these 
three companies will be tied to- 
gether with transmission lines. A 
new 9,000 K. W. frequency changer 
is being installed at the Acme plant 
of the Toledo Edison Company and 
the transmission lines are under 
construction and will be completéd 
early in the year. 

Business conditions throughout 
the territory served by our utilities 
are reported as very satisfactory 
and demands for service of all 
classes are increasing rapidly. 





New Gas Rate Is Offered 

Oneida, N. Y\—The Adirondack 
Power & Light Corporation has 
submitted to the Chamber of Com- 
merce and city officials for their ap- 
proval a proposed new gas rate, 
which will take effect Jan. 1, pro- 
viding the Public Service Commis- 
sioh accepts it. 

The proposed rate is $2.15 for the 
first 1,000 cubic feet; $2 for the 
next 6,000 cubic feet ; $1.75 for the 
next 8,000 cubic feet and $1.60 for 
more than 15,000 cubic feet. 


The present rate is $2.15 flat. 
The proposed rate is a slight re- 
duction and the corporation made 
the offer of its own volition. 

The Chamber of Commerce 
voted approval of the company’s 
offer and was apparently well 
pleased with the offer. C. O. Wil- 
son, resident manager of the com- 
pany, prepared the new figures for 
the rate reduction. 


Price of Gas Is Reduced 


Lynn, Mass.—As announced by 
the Lynn Gas and Electric Com- 
pany, the net price of gas in the 
future will be $1.30 per 1,000 cu- 
bic feet, comparing favorably with 
other cities of like size. The re- 
duction of five cents a 1,000 feet, 
which is to take effect Jan. 1, is 
the second reduction in three 
months. 

A reduction received by the com- 
pany in the form of an oil contract 
brought about the reduction, offi- 
cials feeling that the saving should 
be made by the consumer. Com- 
pared with other cities and nearby 
towns, Lynn is not faring badly 
with exorbitant gas rates and 
chances are that the Lynn Gas 
and Electric Company will be able 
to bring about a further reduction 
in the price of their product in the 
near future. 


Equitable Gas Co. Officers 


Promoted 

Pittsburgh, Pa—Alfred Hurl- 
burt, general manager of the Equit- 
able Gas Co., has been appointed 
vice president, and his assistant, 
Edward D. Leland, will be his suc- 
cessor, it has been announced by 
Arthur W. Thompson, president of 
the Philadelphia Co., with which 
the gas company is affiliated. 

Mr. Hurlburt has been general 
manager of the gas company since 
May 1, 1920, when he came to Pitts- 
burgh from Kansas City, Mo., 
where he was general manager of 
the gas company there. He is a 
director of the Natural Gas Asso- 
ciation of America. Mr. Leland 
built in 1892 the first high-pres- 
sure gas-compressing station. 











Adding to Equipment 

Brattleboro, Vt.—The Twin 
State Gas & Electric Company will 
start work shortly on the construc- 
tion of an addition to their gas 
plant in this place. The proposed 
work will cost about $40,000, and 
will include scrubbers, holders, and 
such equipment. 
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Your Consumers Should Be Considered 


sc@rl 


Company member of 
American Gas Association 








Pacific Coast Branches: 
W. W. Barnes 
Manager of Sales, Los Angeles 
1222 Santa Fe Avenue 


San Francisco 
Furniture Exchange 














HEREVER the public have been fully advised 
that the Scott Gas Range was to be displayed, 
they have given proof beyond question by placing 
orders and giving prospective sales leads that THEY 


wanted Scott Gas Ranges. 


It is up to vou, MR. MANAGER OF SALES, fa 
your GAS COMPANY to recognize this fact and not 
only display a Scott Gas Range to your consumers 
but advise them fully of the fact that you have a 
range on display, using a Scott Gas Range either with 
or without water heating features. Your consumers 
look to vou for guidance in their buying gas appli- 
ances and we invite you (if you have not yet seen the 


Scott Gas Range) to get in touch with us. 


Made for either natural 
or manufactured gas. Fur- 
nished either with or with- 
out water heating feature 
and in standard finish as 
pictured, or in all white or 
semi-white enamel. Right 
or left hand oven. 

Full details as to price 
and specifications furnished 
promptly on request 





The SCOTT GAS APPLIANCE CO., Inc., Bond Building, Washington, D. C. 











}. G. Scott, President Fraxx J. Scott, Vice-President A. G. ScHanze, Sales Manager Lewis S. Baxter, Field Manager 
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New Combination Range 

The Magee Furnace Company, 
Boston, Mass., has been very suc- 
cessful with its coal, gas and electric 
combination ranges which it manu- 
factures in various styles and sizes. 
As they express it, they have just 
produced a new member of their 
electric family which they call the 
ElectriGas. -This is a very compact 
and attractive electric and gas range. 

The gas half includes four gas 
burners and a simmerer which are 
zutomatically lighted from a push 
button. : 

The electric half comprises an in- 
sulated electric oven or fireless cook- 
er of good size and an electric broil- 
er. These are controlled from elec- 
tric switches in front on their pat- 
ented switchboard. 

These ranges are made in ebony 
black or pearl gray por-cel-a finish. 

The sales department of the Ma- 
gee Company report that great in- 
terest is being shown in this Electri- 
Gas range all over the country. 
There are so many good talking 
points and attractive features in the 
Magee ElectriGas that it will un- 
doubtedly prove a great seller. 

This range is also made in straight 
electric and straight gas as well as 
in this combination. 





Kansas Commission Activities 
The Kansas Utilities Commission 
has granted permission to the Kansas 
Electric Power Company to issue 
$6,785,000 worth of securities. The 
commission also approved the sale of 
the Leavenworth Heat, Light & 
Power Company, of Leavenworth, 
Kan.; the Bonner Electric & Manu- 
facturing Company, of Bonner 
Springs, and the Old Kansas Elec- 
tric Utilities Company, all to the 
Kansas Electric Power Company. 





Oil-Burning Engines Efficient 

The Northwestern Railroad has 
176 oil-burning engines in service, 
one engine making the run from 
Casper, Wyo., to Long Pine, Neb., a 
“pull” that would necessitate swap- 
ping of steam engines. The oil 
burners are usually larger than the 
coal type of locomotives. 


Oil Company Declares 
Dividend 
The Consolidated Royalty has de- 
clared the regular dividend of 3 per 
cent, pavable July 20 to stock of rec- 
ord July 15, the books closing July 
15. This is the nineteenth consecu- 
tive quarterly dividend. 





Laying Gas Main 


Columbus, Ohio.—A_ connection 
between the East Highlands gas 
main at the Peacock woods and the 
terminus of the Wynnton main, is 
being planned by the gas department 
of the Columbus Electric & Power 
Company to run through Torest 
Avenue, it was announced recently 
by Manager R. M. Harding 

The laying of the connection be- 
tween the East Highlands and 
Wynnton mains will complete a loop, 
formed by the two main arteries 
converging from the gas works, and 
will supply a large section of Wynn- 
ton, that heretofore has been with- 
out gas. 

The next item on the program of 
the gas department is the construc- 
ton of a high-pressure main, or 
“booster,” from the point where the 
sireet car line crosses the Wynnton 
Road, to the connection between 
East Highlands and Wynnton, Man- 
ager Harding announced to-day. 

The laying of a high-pressure line 
on the route indicated, will greatly 
improve the service at all points, it 
is pointed out, and is the next logical 
step in the development of Colum- 
bus utilities, according to Mr. 
Harding. 

The connection for which definite 
plans are being made, is expected to 
be completed within thirty days, it 
was stated. Contracts will be let 
shortly and steps will be taken at 
once to secure a sufficient length of 
pipe, according to the power com- 
pany head. 

Officials of the gas department 
made a personal canvas of the sec- 
tion of the city that is to be served 
by the proposed connection before a 
decision was made, with the result 
that enough subscribers were found 
to warrant the placing of the con- 
tract, it was stated to-day. 

Action of the utility company in 
connection with the laying of the 
proposed “booster” will be deter- 
mined largely by the demand for gas 
in the area affected, according to 
Manager Harding. The latter said 
that the work will be done at some 
time, but that if the demand is large 
enough this winter, it will be done 
then. 





Milwaukee’s Gas Rates Cut 


Madison, Wis.—Reduction of gas 
rates in Mjlwaukee amounting to 10 
cents per thousand feet on each step 
of the schedule was ordered recently 
by the Railroad Commission, effec- 
tive at the next meter reading. 


Products of Combustion of 
Gas Stoves 


Tests made at the Pittsburgh, Pa., 
experiment station of the Bureau of 
Mines, relative to the products of 
combustion of gas stoves using nat- 
ural gas, show that a flame burning 
so that air has free access gives prac- 
tically no carbon monoxide. When 
the flame is enclosed so that air does 
not have free access, considerable 
carbon monoxide may be formed. It 
is proposed to test a gas log and 
bathroom enclosed heater in which 
the flame burns in a perforated metal 
tube. A steam radiator, which uses 
an attached gas fire to develop steam 
and on which an absorbent for re- 
moving fumes was attached, pro- 
duces no aldehydes and only 9.04 per 
cent carbon monoxide was present in 
the room air when the flame went 
out. 


Oil Official Dies Suddenly 


While seated in a chair discussing 
some oil maps, Saturday, June 24, 
Andrew C. Gardner, secretary of the 
Mountain & Gulf Oil Company, 
toppled over, dead. 

Mr. Gardner, previous to joining 
the oil forces, was prominent in the 
mining industry of Colorado, and 
was at one time president of the 
Denver Mining Exchange and the 
Isabella Mining Company, of Cripple 
Creek. 








Wyoming Incorporations 

The Aurora Oil Company, of Cas- 
per, Wyo., has been incorporated for 
$500,000. Its stock consists of 10,- 
000 shares, par value of $50. The 
directors for the first year are M. J. 
Scanlan, T. F. Danaher, A. W. 
Biever, A. L. Waterbury, T. A. 
Potter, Robert Dean Watson and 
Norton Van Sikien. 


The Thermopolis Gas Company, 
of Thermopolis, Wyo., capital stock 
$1,300,000, par value of stock $100 
(3,000 shares common and 1,000 
shares preferred). Directors: H. P. 
Rothwell, FE. C. Rothwell and Sol 
Chan. 





Street Lighting Contracts 
Awarded 
Cincinnati, Ohio, has awarded the 
Welsbach Street Lighting Company 
of America a contract for 4,000 
lights, for three years. 
Lancaster, Pa., has renewed its 
contract for Welsbach Gas Street 
Lamps for another year. 
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Would Suspend Rate Probe 


Lansing, Mich.—The cities of 
Flint, Grand Rapids, Bay City, Pon- 
tiac, and other smaller municipali- 


ties which have gas rate hearings 
pending before the Michigan Public 
Utilities Commission, may face con- 
siderable delay in getting a perma- 
nent gas rate, if the commission 
grants the request of Hodenpyl- 
Hardy interests to postpone all ques- 
tion of rates, pending the outcome of 
the present strike of coal miners, 
and of the threatened railroad strike. 


The petition of the company to 
the commission was set forth in a 
letter received by the commission 
from Frank A. Newton, of the Con- 
sumers’ Power Company, Jackson, 
who represents the Hodenpyl-Hardy 
interests in their hearings before the 
Michigan commission. The letter 
requested a postponement in the 
hearing set for June 30, in which the 
Michigan Light & Power Company, 
of Flint, had been cited to show why 
the Flint gas rate should not be re- 
duced. A part of Mr. Newton’s let- 
ter reads: 

“Your commission knows that, 
due to the miners’ strike, which at 
this writing shows no chance of 
settlement, the cost of coal, which 
is one of the major items of the 
cost of making gas, is extremely 
uncertain. The company at this 
time is unable to even hazard a 
guess as to what the cost of coal 
wili be, and, obviously, it is impos- 
sible to determine the cost of man- 
ufacturing gas in Flint until the 
commission knows what the cost of 
coal will be. I believe that any 
hearing on this matter at this time 
will be profitless, because no facts 
could be produced as to the prob- 
able cost of the principal item en- 
tering into the cost of gas made in 
Flint.” 

Engineers of the commission 
have about completed the inven- 
tory and appraisal of the gas com- 
pany in Grand Rapids, and hear- 
ings on the question of a permanent 
rate were scheduled to start before 
the commission some time late in 
July. 

The commission now has before 
it the question of a valuation on 
the Bay City gas plant, and the 
fixing of a permanent rate, and it 
was anticipated that an order fix- 
ing both a valuation and a rate for 

say City would be entered some 
time next week by the commission. 
The Pontiac gas rate question 





has also been before the commis- 
sion for some months, and an or- 
der in this case was also scheduled 
to be filed within the next week or 
two. 





New Orleans Railway & Light 
Company Issues Notice for 
Deposit of Bonds 


Pending the reorganization of the 
New Orleans Railway & Light Com- 
pany, owners of general mortgage 
4% per cent bonds were notified 
formally by the company, through 
New Orleans newspapers, to deposit 
such bonds with the protective com- 
mittee on or before July 5 and to file 
notice of assent to or dissent from 
the plan and agreement of reorgan- 
ization on or before the same date. 
The notice in question was as fol- 
lows: 

“Notice to owners of general 
mortgage 4% per cent bonds of said 
company, and to the depositors un- 
der the bondholders’ protective 
agreements, dated July 3, 1918, and 
Oct. 10, 1921. 

“Notice is hereby given that the 
protective committee of the general 
mortgage 4% per cent bonds of the 
New Orleans Railway & Light Com- 
pany, in accordance with the protec- 
tive-deposit agreements aforesaid 
has prepared, approved and adopted 
and has filed with its depositories a 
plan and agreement of reorganization 
of the New Orleans Railway & Light 
Company. 

“Copies of the plan and agreement 
of reorganization may be obtained by 
application to the secretary of the 
committee in New Orleans, or to any 
one of the committee’s depositories, 
to wit: 

“Hibernia Bank & Trust Com- 
pany, New Orleans ; Canal-Commer- 
cial Trust & Savings Bank, New Or- 
leans; Interstate Trust & Banking 
Company, New Orleans; the New 
York Trust Company, New York. 

“The plan conforms in all respects 
to the terms of the agreement with 
the city of New Orleans, approved 
by ordinance of the city council, and 
has the approval of all other commit- 
tees representing securities junior to 
the 414 per cent bonds. 

“Depositories of Bonds under said 
protective and deposit agreement are 
notified that. unless they shall file 
with one of the above mentioned de- 
positories a written notice of dissent 
from said plan and agreement of 
reorganization, on or before the 5th 


day of July, 1922, they shall be con- 
clusively presumed to have assented 
thereto. Any notice of dissent shall 
state the name and address of the 
depositor so dissenting, the number 
of the certificates of deposit owned, 
and the amount of the principal of 
the bonds represented thereby; and 
upon demand of the committee such 
dissenting depositor may be required 
to deposit with the depositories, or 
one of them, the certificates of de- 
posit, in respect of which such dis- 
sent is filed, upon receiving a receipt 
therefor. Any dissenting depositor, 
upon compliance with the formalities 
aforesaid, shall have the privilege of 
surrendering his certificates of de- 
posit and withdrawing the securities 
represented thereby upon payment of 
his ratable proportion, as fixed by the 
committee, of the expenses, indebit- 
edness, obligations and liabilities of 
the committee to the date of with- 
drawal, but without prejudice to any 
proceeding, action or negotiation 
theretofore instituted or taken by the 
committee, as to which the commit- 
tee shall be the sole judge. 

“Holders of 4% per cent bonds 
who have not yet deposited their 
bonds with the committee are notified 
that they must deposit same under 
said protective and denosit agree- 
ment and said plan and agreement 
of reorganization on or before July 
5. 1922, otherwise after said date no 
deposits will be received by the com- 
mittee, except under special circum- 
stances and in the discretion of the 
committee. 

“The committee unanimously rec- 
ommends that all depositors assent 
to the plan and agreement of reor- 
ganization, and that holders of bonds 
who have not yet deposited same, do 
so within the time specified. 

“The committee also announces 
that the July coupon, due July 1, 
1922, on all bonds which remain on 
deposit with the committee, will be 
cashed as heretofore by any of the 
depositories above named. 

“BONDHOLDERS PROTECTIVE 
CoM MITTE! 
“R. S. Hecht, chairman; Craw- 
ford H. Ellis, vice-chairman: 
Mortimer N. Buckner. James 
P. Butler, Jr., Joseph P. Hen- 
ican, Eli T. Watson, Paul H. 
Saunders, Committee. 
“TD. ALLEN JOHNSON, Secretary, 
“Care Hibernia Bank & Trust 
Company. 

“BERNARD McCLosky, 

“WALKER B. SPENCER, 

“Counsel.” 
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Company Appeals Rate 
Decision 

The Arkansas Natural Gas Com- 
pany is completing its appeal from 
the recent order of Judge Trieber in 
United States District Court, deny- 
ing a temporary injunction to re- 
strain the Arkansas Railroad Com- 
mission from enforcing the present 
rates in Little Rock and Hot Springs. 
The appeal will be presented for the 
approval of the court shortly, W. B. 
Smith, attorney for the gas company 
said, and it is probable that the order 
will be tested in both the United 
States Court of Appeals and the 
State Supreme Court. 

The order which was_ entered 
early in June, in effect exempted the 
Little Rock Gas & Fuel Company 
and the Consumers’ Gas Company 
of Hot Springs, from a rate increase 
allowed in fourteen other Arkansas 
towns. No reason was assigned by 
the court for the exemption, but this 
reason, it is said, may be based on 
the long-time contract held by the 
two large gas distributing companies. 

The case grew out of a petition for 
higher rates, which was denied by 
the Arkansas Railroad Commission, 
and which was heard on appeal be- 
fore Judge Jacob Trieber, Judge 
Kimbrough Stone, and Judge John 
C. Pollock of Kansas City. 





Louisiana Tax Increase Is 


Passed by Record Vote 


Those readers of the Jowurnat. 
who found food for thought in the 
article on the proposed 3 per cent 
severance tax which members of the 
Louisiana State Legislature seemed 
bent to impose upon the natural gas 
industry of that State, published in 
our issue of June 24, will doubtless 
be interested to learn that the Drey- 
fus bill went bounding through the 
House with a record vote of 102 
yeas to but 2 nays. The original 
Schnell bill had been replaced with 
No. 411 by Jules Dreyfus, a com- 
mittee substitute. 

The Dreyfus bill in its entirety did 
not seem to satisfy all members of 
the Legislature and an effort was 
made to amend it. All efforts in this 
direction failed, however, to get the 


proper support. The House, as a 
matter of fact, even refused to go 
into a committee of the whole, 10 to 
70. It was quite evident that the leg- 
islators were determined to pass the 
bill providing for the 3 per cent sev- 
erance tax. 

S. E. Tobin, of Natchitoches, sug- 
gested amendments that would give 
parishes producing other resources— 
such as sulphur, salt, timber, etc. - 
one-fourth of the revenue. Nor was 
Mr. Tobin alone in this attitude, M. 
]. Sylvest, of Washington, also pre- 
senting a similar bill. 

“Don’t endanger the 3 per cent by 
loading the bill,” suggested R. L. 
Prophit, of Monroe. 

The result of the matter was that 
the Dreyfus bill swept the House 
with the record vote. 

What this will mean to the State 
in the liné_of revenue can easily be 
ascertained by a reference to statis- 
tics for the past two years. Louisi- 
ana has been called one of the rich- 
est of States in natural wealth. Ac- 
cording to a table showing figures on 
ten of its sources of natural wealth 
and income from the 2 per cent sev- 
erance tax, covering the period from 
June 30, 1920, to Dec. 31, 1921, one 
finds that the total value of the prod- 
ucts was $170,655,443.13, which 
produced a revenue of $3,413,075.98. 

The details of gas production are 
as follows: 


O’nt’y Severed 
Quarter Ending (cu. ft.) 

June 30, 1920..... 13,036,256,329 
Sept. 30, 1920..... 14,725,533,600 
Dec. 31, 1920..... 16,484.170,029 
Mar. 31, 1921... .. 14,202,129 ,709 
June 30, 1921..... 14,156,684,465 
Sept. 30, 1921..... 13,915,759,709 
Dee: Bi; S00. ..<: 16,678,087 ,038 


103,198,620,879 


The products taken into considera- 
tion are timber, turpentine, oil, gas, 
sulphur, salt, gravel, sand, shells and 
stone. It will be seen by the above 
table that the revenue derived from 
gas during the last quarter shown 
therein is greater than that of any 
other quarter. It will further be 
seen that of ten products, gas is re- 
sponsible for a large proportion of 
the total revenue, being exceeded 
only by oil, timber and sulphur, 
which rank as named. No doubt ex- 
ists that thé position of gas will be 
much higher in the table when the 
operations of the present vear are 
published and one or more of the 


proposed pipe lines will have been 
completed. 

No one knows better than a natu- 
ral gas operator under what heavy 
expenses this resource is delivered 
to the ultimate consumer. In addi- 
tion to this, great losses are often 
suffered when a well does not meet 
expectations. The other products 
are non-perishable, and can be 
shipped great distances without 
bringing to the State any advantages 
other than the productive taxes. Gas, 
on the other hand, brings industries 
to a self-producing State by supply- 
ing operating power to these indus- 
tries—a power which, because of its 
highly combustible and volatile qual- 
ities, cannot be transported to dis- 
tant localities with any degree of 
success. 

Because of its being a large fac- 
tor-in the development of a State 
which produces natural gas, that in- 
dustry should be given every possi- 
ble assistance by its legislative heads. 
Instead of this, we find that Louisi- 
ana is taking steps to place a greater 
handicap upon an already heavily 
burdened industry. How the 3 per 
cent severance tax passed the legis- 
lators without their giving the proper 
amount of consideration to these 
very salient facts will forever re- 
main a mystery to the thinking minds 
of the State. It is the duty of a 





Total Value 
$432,388.11 
477,693.92 
526,062.66 
466,563.56 


License 

$8,347.23 
9,553.79 

10,521.23 
9 331.20 


420,605.05 8,412.03 
408 461.74 8,169.19 
483,530.77 9,670.55 





$3,215,255.81 $64,305.22 
legislature to pass measures which 
will benefit the State rather than in- 
jure it. The Legislature should re- 
member that the severance tax is not 
the only source of revenue for pub- 
lic funds. Although the 3 per cent 
severance tax may increase the pres- 
ent income of Louisiana, it is highly 
probable that it will handicap and 
perhaps retard the future industrial 
development by causing operators to 
seek other gas areas where the natu- 
ral resource is viewed in the light of 
a boon which must be nourished and 
protected instead of attacked by ad- 
ministrative measures in the most in- 
discriminate manner. 
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Made for either natural 
or manufactured gas. Fur- 
nished either with or with- 
out water heating feature 
and in standard finish as 
pictured, or in all white or 
semi-white enamel. Right 
or left hand oven. 

Full details as to price 
and specifications furnished 
promptly on request. 


Company Member of 
American Gas Association 
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More Rules for 


Commercial Departments 
to Keep in Mind 


1. Slow turnover steals the profits which your com- 
mercial departments are supposed to make. 

2. When you insure a quick turnover of stock your 
department forthwith puts on more activity and 
the profits increase. 

3. Having on your sales floor a gas range that will 
sell and sell quickly and in large numbers is the 
only way to insure a quick turnover of your gas 
range stock. 

4. The Scott Gas Range is the answer. It sells and 
sells quickly because— 


(a) It is the range for which 
your consumer has been 
looking for years. 

(b) It stores hot water while 
it cooks. 

(c) It roasts and bakes on 
waste heat from the cook- 
ing top. 

(d) It uses practically ALL 
the HEAT in the gas. 


The Scott Gas Range is the only gas 
range that does all these things. 

We will send you a sample range for 
your sales floor on receipt of your order. 


The Scott Gas Range 
is the only gas range 
that does all these 
things 





We will send you a 
sample Range for 
your sales floor on 
receipt of your order 














The SCOTT GAS APPLIANCE CO., Inc., Bond Building, Washington, D. C. 





J. G. Scort, President Franx J. Scott, Vice-President A. G. Scuanze, Sales Manager Lewis S. Baxter, Field Manager 





——_ 
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Equipment & 
Appliance Manufacturers 






Conducted by Business Department of American Gas Journal 


Combination Gas and Electric 


e 

The Magee Furnace Company, 
Boston, Mass., manufactures a com- 
bination gas and electric range in 
various styles and sizes. 

The gas half includes four gas 
burners and a simmerer which are 
automatically lighted from a push 
button. 

The electric half comprises an in- 
sulated electric oven or fireless cook- 





er of good size and an electric broil- 
er. These are controlled from elec- 
tric switches in front on their pat- 
ented switchboard. 

These ranges are made in ebony 
black or pearl gray por-cel-a finish. 

This range is also made in straight 
electric and straight gas as well as in 
this combination. 


Automatic Water Gas Control 

The Gas Machinery Company, 
Cleveland, Ohio, have issued a 
leaflet in which they describe their 
Combination Manual and Auto- 
matic Water Gas Control as fol- 
lows 

“The length of cycle may be in- 
stantly changed while machine is 
running. 

“Operation may be changed 





‘from automatic to hand, or vice 


versa, while machine is running. 
“Down or split runs may be in- 
stantly eliminated, while machine 
is running. 
“Control is built with 5, 6, 7 or 


more sets of timing discs to suit 
any desired operating conditions. 

“Opening and closing of any 
valve may be quickly changed to 
suit any desired operating ratio by 
moving timing discs. 

“Timing cams (and hand levers) 
directly operate the hydraulic pis- 
ton valves, which are directly con- 
nected to the cylinders of the blast 
and other valves.” 





“Preparing Flue Gas for 
Analysis” 

The Uhling Instrument Company, 
Paterson, N. J., recently issued Bul- 
letin No. 113, entitled “Preparing 
Flue Gas for Analysis,” and de- 
scribes the Pyro-Porus Gas Filter. 
This filter is placed on the inlet end 
of the gas sampling line, inserted in 
the flue or last pass of the furnace. 
This filter consists of two heavy but 
highly porous discs held in a special 
casting by means of a bolt. The 
discs and bolt washers seat on as- 
bestos gaskets or washers. The discs 
possess the necessary refractory 
qualities to resist the high tempera- 
tures ordinarily encountered. 

Formerly the gas was withdrawn 
through an open-ended pipe and fil- 
tering was accomplished with cotton 
waste; this necessitated more or less 
blowing out of the gas line and fre- 
quent renewal of the filtering mate- 
rial. With the new arrangement, the 
soot builds up on the “Pyro-porus” 
filter and does not enter the pores to 
any extent. 

To facilitate inspection and re- 
placement of the “Pyro-porus” filter 
a frame may be inserted in the brick- 
work and a holder may be employed 
for holding the sampling pipe in 
either a vertical or horizontal posi- 
tion, depending upon the type of 
furnace. The sampling pipe, if 
short, may be screwed into the hold- 
er, byt if the sampling pipe extends 
into the furnace for some distance 
it may be advisable, because of the 
greater leverage, to slip the sam- 
pling pipe through the holder and 
secure it in place with a set-screw. 


Radiation Pyrometers 

The Thwing Instrument Com- 
pany, Philadelphia, Pa., in Bulletin 
No. 11 illustrates and describes the 
Thwing Radiation Pyrometer. It 
states that this instrumenf is the 
quickest known means for measur- 
ing temperatures in metallurgical 
and ceramic operations, in furnaces, 
cement kilns, coke ovens, boiler fire 
pits; for measuring local tempera- 
tures of dies in the hardening fur- 
riace, etc. 

As no part of the instrument is 
inserted in the heat, there is no high 
limit to temperatures that can be 
measured. 

It is also specially adapted to 
measuring, from a distance, the tem- 
perature of hot objects in motion, 
such as flowing metal, steel in rolls 
and under the hammer, where the 
use of an ordinary thermocouple 
would be impossible. 

The Thwing Radiation Pyrometer 
has two parts: A receiving tube 
which collects the radiations (both 
dark and luminous) from the hot 
body on a conical mirror, which in 
turn concentrates them upon a high- 
ly sensitive black thermocouple, and 
a galvanometer (millivoltmeter) with 
wire connections to the thermocou- 
ple to measure the current generated 
in it by the radiations. This gal- 
vanometer may be graduated as a 
wall type or portable indicator or 
made recording, as desired. When 
set up for continuous record, the in- 
dications are very constant. 

Inasmuch as this type of instru- 
ment is wholly dependent upon ra- 
diation, its action and accuracy are 
affected by augmentation of radia- 
tions from intervening flames of . 
temperature higher than the object 
observed, and by absorption of ra- 
diations by intervening opaque gases. 
Therefore, the radiation type of py- 
rometer should not be used where 
there is much smoke, or outrushing 
fumes, gases or other opaque or 
semi-transparent bodies. 
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Standardization of 
Applications 

At the meeting of the Empire State 
Gas and Electric Association held at 
Lake George, N. Y., June 24, Albert 
Andrews, general manager of the 
Owego (N. Y.) Light & Power 
Company, made the following re- 
port: 

“Tt is a peculiar coincidence that 
since the last meeting of this sub- 
committee the Public Service Com- 
mission has made a report in which 
they recommend that applications for 
service be required in order to stand- 
ardize and avoid misunderstandings. 

“Tt often occurs to a lawyer when 
a case is being stated to him, not 2x- 
actly what his client’s version of the 
case is but what the version of his 
opponent in the matter is liable to he. 
In other words, we are often doing 
our best thinking when we try to put 
ourselves in the other fellow’s place, 
and think what we could do in case 
we were asked to do the things we 
are asking others to do. 

“A great deal is being said now 
about the Golden Rule being applied 
to business, and especially to public 
service work. This does not neces- 
sarily mean that all of the people in- 
terested in public service corpora- 
tions are thinking along this line, but 
it is a possible thing that in case more 
of them did follow the suggestion 
made by our friend Loyal S. Wright 
they would have an easier and pleas- 
anter time dealing with the public. 

“Upon examining the application 
cards furnished by several compa- 
nies in this vicinity I am of the opin- 
ion that every unnecessary word 
should be eliminated from the appli- 
cation. Inasmuch as the general rate 
schedule and the rules and regula- 
tions filed with the Public Service 
Commission embody nearly all of 
the details, it is much better to make 
the application short and simply an 
application for service and an agree- 
ment to pay for the service with a 
short description of the service re- 
quired. 

“It would be an answer to argu- 
ments in case a standard application 
could be adopted and used by mem- 
ber companies of the State associa- 
tion, in case our customers were to 
know that the application they are 
asked to sign is the same as asked for 
in other places and they would be 
liable to be better satisfied. 

“TI am attaching an application card 
which I have had printed for the 
Owego Light & Power Company, 
which seems well adapted and ample 
for requirements.” 


. 


Illinois State University Is to 
Teach Gas Engineering 

A course in gas engineering with 
a complete gas production station 
as an experimental plant is to be 
established by the University of 
Illinois, to meet the demand for 
technically trained men to enter 
the manufactured gas industry, ac- 
cording to Dean C. R. Richards of 
the College of Engineering. 

In announcing the four-year 
course, Dean Richards made public 
that the Peoples Gas Light & Coke 
Company, of Chicago, had offered 
to place at the university’s disposal 
a complete gas plant. In accepting 
the offer Dean Richards said: 

“T hope that the gas industry 
will become sufficiently interested 
in the course to herald it to the 
country. The gas industry has be- 
come one of the most important of 
the nation, and with the increasing 
demands for concentrated, eco- 
nomical fuel, the industry’s de- 
mand for technically trained men 
will correspondingly grow.” 

The early part of the course will 
include general engineering and 
chemical and engineering subjects, 
and the latter part will include spe- 
cial gas and engineering problems, 
such as gas manufacture, distribu- 
tion, utilization and economics. 





Gas Supply Commission of 
Ontario Is Named 


Bridgeburg, Ont.—Charles_ E. 
Steele, of Port Colborne, has been 
named one of the three members 
of the new Ontario Gas Board, 
which hereafter will settle ques- 
tions that arise in connection with 
natural gas. He will represent the 
producers throughout the Prov- 
ince. 

The legislative member of the 
gas control board is J. W. Ward, 
warden of Kent County, who has 
been selected as the Government 
representative. Mr. Steele and Mr. 
Ward will name the third member, 
but if they fail to agree, under the 
new gas legislation, the Govern- 
ment will select him. The new 
board will have wide powers. 


Municipal Authorities to Be 
Given Notice of Rate 
Increase Applications 
Oklahoma City, Okla—City at- 
torneys and other municipal au- 
thorities will be given advance in- 
information of applications of pub- 
lic utilities for increased rates, un- 
der provisions of an order of the 





Oklahoma Corporation Commis- 
sion, issued this week, and imme- 
diately effective. 

The order applies to all public 
utilities operating in the State, and 
requires that copies of applications 
for utility rate increases and ex- 
hibits relied upon in support there- 
of be filed with the city attorney of 
the municipality whose public is 
served by the utility, at least thirty 
days before the date set for the 
hearing of the application. 

This order is the resulte of the 
complaints of some municipal au- 
thorities that they have been com- 
pelled to appear in utility cases on 
behalf of their cities without hav- 
ing had sufficient opportunity to 
meet and know the contentions of 
the public utility applying for rate 
readjustments. 

This order is the result of the 
copy of the exhibits which will be 
relied upon by the utility in mak- 
ing its case will be filed with the 
city attorney or other representa- 
tive of the municipality at least 
thirty days before date of hearing. 
Some of the Oklahoma utilities 
have already practically followed 
this system, wherever possible, and 
at first made known their case to 
local authorities before taking it to 
the Corporation Commission. — 
Natural Gas. 





A. W. THompson, président of the 
Philadelphia Company, in a statement 
regarding the gas situation in Pitts- 
burgh recently said that city was for- 
tunate in having the wonderful fuel 
natural gas, to take the place of any 
shortage in the coal supply. He ex- 
plained that this condition was only 
possible during the summer months, 
when there was little domestic de- 
mand, but said: “Pittsbureh neet 
have little, if any, fear of any appre- 
ciable slowing down of industry be- 
cause of the announced closing of 
coal mines.” This is givine service 
and letting folks know about it. 


Wriitram H. Earte, speaking be- 
fore the Rochester the 
American Chemical Society recently, 
said: “The gas industry is one of 
the great and basic industries and has 
a marked place in the field of natu- 
ral resource conservation. It offers 
splendid opportunities to the young 
chemist and technical man for the 
application of his best talents, and 
there is a satisfaction in working in 
a fundamental basic service.” 


section of 
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Personal Notes 

Tuomas F. Kennepy, formerly 
new-business manager of the West- 
ern Light & Power Company and 
the Denver Gas & Electric Light 
Company, both subsidiaries of the 
Cities Service Company, has just ar- 
rived in New York, where he will be 
assistant manager of the new-busi- 
ness department of the Cities Serv- 
ice ompany, which George Williams 
has charge of. 


CHESTER Fow er, the purchasing 
agent of the Southern Illinois Light 
& Power Company, East St. Louis, 
has resigned. It is reported that Mr. 
ng will go into business for him- 
self. 


Going Abroad to Study Low 
Carbonization of Coal 

O. P. Hood, chief mechanical 
engineer of the Bureau of Mines, 
sailed on July 12 for London. Mr. 
Hood will spend three months in 
Europe studying new develop- 
ments in lignite utilization and the 
low-temperature carbonization of 
coal, for the purpose of applying 
the information to studies in lignite 
and fuel utilization now being con- 
ducted under his direction in the 
United States by the Bureau of 
Mines. Mr. Hood will visit Eng- 
land, Germany, Switzerland, Bel- 
gium, Holland, Jugo-Slavia, 
Czecho-Slovakia, Austria, Ital y 
and France. 








State and Customers Partners 
of Utilities 

The Public Utilities Commission 
of Maine, which regulates the util- 
ity companies of that State, has ex- 
pressed in a novel and forceful way 
the relationship of the State, the 
public and the utilities. 

“A public service company in its 
broadest sense is a partnership 
consisting of the State as an insti- 
tution, the public as a group of cus- 
tomers and the company,” says the 
commission in its sixth annual re- 
port. “The State determines the 
extent to which the company must 
go and regulates its rates, services 
and practices. 

“The company furnishes the fa- 
cilities with which these rights are 
exercised and services rendered. 
Those members of the public who 
constitute the customers furnish 
the revenue with which the com- 
pany is enabled to perform these 
services. No public service com- 
pany can exist without customers 


and those customers must be treat- 
ed with fairness, both by the com- 
pany and by the State. 

“Any act or omission which de- 
nies the company a reasonable ap- 
proximation of a fair deal has its 
immediate and reflex effect upon 
the customers. To obtain reason- 
ably good service at a fair price, it 
is not enough that the company 
and its customers work in har- 
mony, pull together; each must be 
reasonably protected by outside 
agencies, individuals, communities, 
even the State. 

“If it be one of the important 
functions of a public service com- 
mission to see that the company 
and its patrons are treating each 
other fairly, no lower in the scale 
stands the duty of seeing to it that 
the company and its customers are 
each accorded full justice by every 
outside agency.” 


City Will Put Gas to Voters 
Detroit, Mich.— Acting Mayor 
John C. Lodge recently outlined 
the steps the city must take to ac- 
quire the Detroit City Gas Com- 
pany, which Mayor James Couzens 
Tuesday declared the city’s next 
municipal ownership event. 

Lodge declared that the people 
at the November election will be 
asked to express themselves on the 
question. If their answer is favor- 
able an appraising committee, con- 
sisting of three city and three com- 
pany representatives and three oth- 
ers to be named by the first six, 
will be appointed. 

The 1923 legislature will then be 
asked to amend the home rule act 
to increase the bonding for public 
utilities limit from 2 to 3 or 4 per 
cent and in the April, 1923, pri- 
maries the charter will be amended 
to conform. At the August elec- 
tion the people will be offered the 
plan with a definite purchase price 
attached. 

Lodge declared this the favor- 
able time to buy out the gas com- 
pany as its franchise expires in 
Oct., 1923, after which it will be 
amenable for its rates, etc., only to 
the State Public Utilities Commis- 
sion. 


Wm. G. Rockefeller on Gas 
. Company Board 

New York, N. Y.—William G. 
Rockefeller was elected trustee of 
the Consolidated Gas Company, at 
the meeting held yesterday, to suc- 
ceed his father, the late William 
Rockefeller. 








Production of Natural Gas in 
1920 


The production of natural gas in- 
creased 8 per cent in 1920, according 
to E. G. Sievers, of the United States 
Geological Survey, Department of 
the Interior. The recorded produc- 
tion was 860,540,000,000 cu. ft., 
which included 62,330,000,000 cu. ft. 
of gas reported by the operators as 
wasted, most of it at the wells. The 
figures last given do not represent 
the entire quantity of gas wasted, 
however, but as the prevention of the 
waste of natural gas is a great eco- 
nomic problem the Geological Survey 
publishes them to show at least the 
waste actually reported. They do 
not include gas wasted in transmis- 
sion and utilization, concerning which 
the Geological Survey did not obtain 
statistics. Although the data are thus 
incomplete, they indicate the magni- 
tude of our waste of natural gas and 
should emphasize the necessity of re- 
ducing quantity wasted to the mini- 
mum so as to prolong our supplies. 

The consumption of natural gas in 
1920 was 798,210,000,000 cu. ft., an 
increase of 58,294,000,000 cu. ft., or 
8 per cent. About 36 per cent of the 
gas was consumed for domestic us~ 
and the remainder for industrial use. 
Up to the last few years over two- 
thirds of the gas was used in indus- 
trial establishments. but the recent 
tendency has been to conserve it for 
domestic use, so that less gas is now 
used in the industries. There was an 
increase of 113,581 domestic con- 
sumers and a decrease of 3,462 in- 
dustrial establishments using natural 
gas in 1920. 

The value of the total consumption 
in 1920 increased 23 per cent over 
that in 1919, and the market value 
of the gas used for domestic and in- 
dustrial purposes increased 25 and 20 
per cent respectively. The gas wast- 
ed would probably have had a value 
of about $15,500,000. The value of 
natural gas is being realized more 
and more, and many of the producers 
and distributers are obtaining in- 
creased rates, which will make the 
gas worth saving and produce more 
economical use. 





New Gas Stock Authorized 


Trenton, N. J.—Approval of an 
issuance of $185,000 in stock and 
$490,000 in bonds or other securi- 
ties of the Borough Gas Company, 
supplying Atlantic Highlands, 
Keansburg and other Monmouth 
County districts, has been an- 
nounced. 
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Advises Stockholders of 
Company Progress 


The following statement has 
been issued to the stockholders of 
the Bridgeton (N. J.) Gas Light 


Company by B. H. Minch, presi-. 


dent: 

In common with all lines of bus- 
iness,.our company has felt the in- 
dustrial! depression of the past year. 
However, the situation has taken 
on a much brighter tone and the 
consumption of gas is now show- 
ing an increase from month to 
month. 

The year 1921 showed some loss 
in output over the peak year of 
1920—but it is of interest to note 
that it also showed a gain of 8 per 
cent over the average output for 
the five years preceding. 

Attention is called to these facts 
to show that all of the time there 
is an increasing use of gas on our 
lines. 

The coal situation at the present 
moment is one of the most serious 
problems with which we are con- 
fronted. 

On April 1, when work was sus- 
pended at the Mines, we had every 
available bit of storage space 
erowded with coal, and thus far 
have felt no particular inconven- 
ience as a result of the trouble at 
the mines. This storage coal has 
permitted the plant- to operate 
without interruption, and we still 
have ample coal for a period of 
s*xty days. 

When a settlement is effected at 
the mines and operations resumed 
it will have a vital interest to us, 
for on that settlement will depend 
the price we are compelled to pay 
for coal. Since coal and freight 
constitute two of the principal 
costs entering into the manufac- 
ture of gas, we are hopeful that 
there will be no advance in the 
basic costs. 


The operation of the plant has 
been carefully taken care of, and 
during the year we have been able 
to effect several very important 
economies. 

Principal among these has been 
the installation of storage systems 
and pumping facilities in the han- 
dling of our coal tar. 

It has always been our custom 
to ship the tar in barrels, and with 
a consequent expense in handling 
—both of the empty barrels re- 
ceived and the filled barrels 
shipped. This practice being large- 
ly the result of trade conditions 
when the tar was shipped to indi- 


vidual concerns, these conditions 
have changed and all of our tar 
output goes to one contractor. 


Through an arrangement with 
the contracting parties—they now 
ship us tank cars, and with the sys- 
tem installed at our own plant the 
tar is pumped directly to the tank 
car and shipment made in this 
manner. The direct saving in 
money is equal to about $2,000 a 
year, to say nothing of the elimina- 
tion of a large amount of hard work 
for our men. 

The growth of business reached 
a point this year where a pipe- 
threading machine showed an 
economy. The economy in this di- 
rection is effected by a saving in 
time, and the cutting down in 
waste of pipe ends, which occurs 
when all of the work is done by 
hand. 

Among other labor-saving de- 
vices has been a portable belt con- 
veyor, which eliminates some hand 
labor with a consequent direct sav- 
ing. This conveyor is used in han- 
dling the coke as it comes from the 
crusher in the morning, and the 
balance of the day is used for load- 
ing coal from the storage pile to 
the truck which carries it to the 
retort house. 

In connection with our coal-han- 
dling equipment, we are operating 
a little industrial railway which 
has just about doubled the amount 
of coal that can be handled in a day 
—with the same number of men. 

This railway is now being op- 
erated with horses as a motive 
power, but it is likely with an in- 
crease in the amount of coal used 
that it will be advisable to con- 
sider the use of a small type of 
engine. 

The distribution department has 
been kept exceedingly busy, due to 
the vast amount of road construc- 
tion. On all of the streets where 
permanent pavement is to be laid 
it is necessary to make a thorough 
inspection of the mains, and on all 
house connections that have been 
in the ground for five years or more 
to replace them with new service 
lines. 

Since North Pearl Street, East 
Commerce Street and South Ave- 
nue rank among the most closely 
built up streets, it is at once appar- 
ent that this is a big job, and also 
a very costly one for the company, 
as these renewals must be done at 
our expense. 

The redeeming feature about 
this work is that, aside from any 


accident, the work now being done 
should last for at least twenty-five 
years. 

The stockholders will no doubt 
be interested in knowing that in 
spite of electric competition that 
our lighting business still contin- 
ues to show an increase from year 
to year. That this is true is entirely 
to the credit of a most aggressive 
sales organization, and a sincere 
belief in the product they have to 
sell. 

The most important increase in 
our gas sales this summer has 
come from the installation of hot 
water heaters. The new-business 
department shows that this has 
been the greatest season for the 
sale of water heaters in the history 
of the company, and the orders are 
still coming in. 

This business is profitable to us 
as it provides an additional use for 
gas through the same lines and me- 
ters which we already have in- 
stalled on the premises of the con- 
sumer. The load also comes on at 
a time when there is no péak con- 
sumption and gives us an outlet 
for greater sales without the ex- 
pense of added equipment. It is 
also very satisfactory business 
from the fact that we provide the 
consumer with an added conven- 
ience at comparatively slight oper- 
ating expense to them. 

The policy as followed out by 
your board of directors has been 
to increase our service to the con- 
sumer, wherever possible, and to 
maintain friendly relations with 
the public. That we have been 
able to do this, I believe is evi- 
denced by the comments which we 
often receive from the consumers 
themselves. 

The working organization of our 
company now comprises about fifty 
employees, and to them most of 
the credit for service is entirely 
due. The different departments are 
all working in harmony and there 
is a spirit of co-operation existing 
which I am frank to concede is a 
most important asset to the com- 


pany. , 
The report which your secretary 
and auditor will submit, I feel 


sure, will meet with your entire ap- 
proval. 

During the year it has been my 
practice to visit the plant each day 
when in the city, and when any 
emergency has arisen your execu- 
tive officers have been in confer- 
ence. 

All general subjects have been 
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brought to the attention of the en- 
tire board of directors and passed 
upon before any action has been 
taken. In this connection I wish 
to add that the directors have met 
each month in regular session and 
devoted their time to the business 
of the company, and at regular in- 
tervals have made a complete in- 
spection of the plant. 

It is my desire to call attention 
to a recognition which has been 
paid this company, that being the 
selection of our superintendent to 
serve as president of the New Jer- 
sey Gas Association. 

This association is composed of 
the priticipal gas companies oper- 
ating in New Jersey, and is very 
closely allied with the activities of 
the American Gas Association. 

It is a compliment to Mr. Jones 
to be elected ta this position, and 
I personally am very proud that 
the honor has been bestowed in 
this direction. 

In closing, I wish to state that 
the plant, street mains and general 
equipment are in excellent condi- 
tion, and with the present outlook 
for the future your holdings better 
safeguarded than at any period in 
thé history of the company. 


Five-Cent Gas-Rate Hike Is 
Approved by State 

Jefferson City, Mo—The Mis- 
souri Public Service Commission 
recently issued an order permit- 
ting the Kansas City Gas Com- 
pany to increase its rates from 80 
to &5 cents for each 1,000 cu. ft. 

The order is effective July 20. 

This ruling will be in force per- 
manently unless a decision by the 
Supreme Court, before whom the 
gas rate case is pending, changes 
ihe status of affairs. 

The Public Service Commission 
appealed from a decision by Judge 
Arba S. Van Valkenburgh in the 
United States district court here, 
in which it was held that the com- 
mission had no jurisdiction over 
the Kansas Natural Gas Company. 

At that time Judge Van Valken- 
burgh also rules that the Kansas 
City Gas Company should charge 
85 cents a thousand cubic feet tem- 
porarily in order to meet a rate 
raise by the Kansas Natural Gas 
Company and that the money 
should be held in a trust fund, 
pending the final decision in the 
gas litigation. 

Should the Supreme Court rule 
that the Public Service Commis- 
sion has jurisdiction over the 





Kansas Natural company, the Nat- 
ural company might be restrained 
from the extra 5-cent gas charge 
and the present order, increasing 
the local company’s rates, be ren- 
dered unnecessary. 

The commission pointed out that 
the order for the increase to the 
local company was granted as the 
result of the recent hearing before 
Judge Van Valkenburgh. 

The Kansas City Gas Company, 
as the result of the hearing, it 
states, has no alternative but to 
meet the increased ‘claims of the 
Kansas Natural Gas Company. 

The commission shows that the 
Kansas ‘City Gas Company for the 
last two years, up to May 31, 1922, 
had realized a return of 7.5 per cent 
on its investment but that the in- 
crease by the Kansas Natural had 
decreased that return to less than 
5 per cent on the investment. 





Colorado Incorporations 
The O. K. Oil Company, $100,- 
000; home office Denver. The in- 
corporators are John Gaffy, George 

F. Harvey and Joseph F. Hull. 





The Castle Rock Oil Company, 
$10,000. The home office, Castle 
Rock, and the incorporators are E. 
G. Breselow, C:. A. Sturdevant. and 
E. S. ‘Triplett. 





The Federal Vacuum Vapor 
Specialty Manufacturing Com- 
pany, $50,000. Home office Pueblo. 
The incorporators are H. H. Can- 
non, J. E. Humrick and Elizabeth 
B. Cannon. 





The Colorado Shale Gasoline 
Corporation, $1,000,000; home 
office Denver. The incorporators 
are A. R. Mills, K. Mills and John 
Saxon Porter. 





The Solar Coal Mining Com- 
pany, $100,000 ; home office Milner. 
The incorporators are Paul Tul- 
bure, Lelia D. Tulbure and Leslie 
V. DeWitt. 





Financing Venture 


With the statement that all 
bonds have been sold, the adver- 
tisement only appearing as a rec- 
ord, the Detroit City Gas Com- 
pany, through the columns of the 
Denver News, proclaims that $13,- 
500,000 first mortgage gold bonds, 
series “A” 6 per cent, July 1, 1922, 
due July 1, 1947, were issued under 
authority of the Michigan Public 


Utilities | Commission. Denver 
brokers who bought the bonds 
recommend them for an invest- 
ment, price 9714 and interest, to 
yield about 6.20 per cent. 

Application will be made to list 
these bonds on the New York 
Stock Exchange. 


Some Oil News 


For some time the report has 
been current that the Prairie Oil & 
Gas Company was after a 25 per 
cent interest of the Blair Oil Com- 
pany’s Wyoming holdings, but the 
Prairie folks say there is nothing 
in it. 








Southern State Oil Corporation 
—the new Haskell unit—has de- 
clared its regular dividend of 1 per 
cent monthly, payable on July 20 
to stock of record July 1._ 





The Wyoming. Pipe Line Gom- 
pany has changed its name to the 
Central Pipe Line Company. 





The Gates Oil Company has 
passed from the control of Denver 
parties to Chicago men, and a new 
list of officials may soon be an- 
nounced. It is stated in financial 
circles that Denver folks sold 
500,000 shares at 15 cents a share. 





On Aug. 2 the Midwest Refining 
Company will pay a dividend of 
$1 a share to stockholders of rec- 
ord July 15.. Ninety-nine per cent 
of the Refining company’s stock 
has been turned into the Standard 
Oil Company of Indiana on the 
basis of one share of Refining for 
two of Standard. 





Crude oil shipments from Wy- 
oming and Montana for the week 
ending June 24, amounted to $83,- 
600, old Salt Creek as usual lead- 
ing with $54,900. 





The Mutual Oil Company at a 
recent meeting elected the follow- 
ing officers. President, Oscar H. 
Williams; vice-president, Sidney 
Keoughan; secretary, Harry P. 
Ferree ; treasurer, A. Herning. 

It was decided to declare a regular 
quarterly dividend of 2% per cent 
payable Sept. 15 to stock of record 
Sept. 1. Conservative figures show 
the dividend, following the issu- 
ance of treasury stock in connec- 
tion with the control acquired of 
Western Oil Fields and Boston- 
Wyoming properties will amount 
to at least $375,000 each quarter. 
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Welsbach Gas Heaters to Meet an 


 Ever-Increasing Demand 


HE six Welsbach Gas Heaters in their 
various finishes constitute a heater line 
which meets every possible supplemen- 

tary heating need 


Two distinct new models and improvements 
adding to the convenience and efficiency of our 
present models make the Welsbach heaters the 
most popular on the market. 


Put in a complete supply of these unique 
heaters for your fall business. Past success 
and the prestige of the Welsbach name are 
guarantees of their appeal to your customers. 


Do not place you orders for the 1922 
season until you have seen the complete 
line of Welsbach Heaters 





No. 29 
An eight glower fireplace heater in oxidized 
brass or oxidized copper. Copper reflector 
and automatic lighter. 


WELSBACH COMPANY 


Room 103, Gloucester, N. J. 


Member American Gas Association 
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No. 23B 


An eight glower heater with copper re- 
flector and automatic lighter. A fireplace 
type in three finishes. 


No. 27 


A ten glower model built for use 
where space in the fireplace is lim- 


Black and verde finish. 
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Watching the Coal Situation 
in Colorado 


Governor Shoup of Colorado has 
locked the stable door ere the horse 
got away by appointing a “fair price 
commission,” the commissioners to 
act during the present labor trouble. 
The members of the commission are: 
James Dalrymple, State coal mine in- 
spector, chairman; D. M. Harring- 
ton, United States Bureau of Mines 
here; Horace W. Bennett and T. C. 
Hitchings, consumers; W. E. Rus- 
sell and Ralph Young, producers; 
William B. McDonald and George 
A. Collins, retailers, and Frank M. 
McMahon, certified public ac- 
countant. 

Governor Shoup addressed the 
commission as follows: 

“T have asked you gentlemen to 
determine upon the fair price of coal, 
particularly on lignite fuel. This is 
a duty which you as members of this 
commission owe to yourselves and to 
the public at large. This question 
must be gone into thoroughly and 
carefully, because we have in Colo- 
rado a matter to settle which has evi- 
denced itself everywhere else. I will 
appreciate, and so will the public, 
your earliest report. 

“This commission was named be- 
caused of an existing emergency. We 
are confronted with the task of de- 
termining the fair price of coal at 
the earliest date. This is a huge task 
and it’s more than a one-man job. 
Such men as you are more nearly in 
@ position to pass upon the question 
than anyone else.” 

The Governor’s selection is indeed 
a good one, and with such a coterie 
of brains only the best of results will 
be looked for and, as Colorado has 
coal galore, ways and means will be 
found to lessen the burden of all. 
Other coal-producing States might 
copy, to advantage. 


Gas Rate Reduced 

Albany, N. Y.—By agreement 
with the city authorities, sanc- 
tioned by the Public Service Com- 
mission, the Cohoes Power & 
Light Corporation, supplying Co- 
hoes and vicinity, has announced a 
reduction in its gas rates, effective 
Aug. 1. The present rate is $2.05 
a thousand cubic feet, with a ser- 
vice charge of 35 cents for each 
consumer. The new rate is $1.90 a 
thousand cubic feet, without a ser- 
vice charge, but with a minimum 
charge of $1 a month for each con- 
sumer. Based on a consumption of 
1,000 ft. a month the reduction is, 





therefore, 50 cents a month to each 
consumer. 

The commission has also author- 
ized the Central New York Power 
Corporation, serving Canastota and 
vicinity, to reduce its gas rates. 
The present rate will be reduced 
from $2.85 to $2.50 a thousand 
cubic feet for the first 25,000 ft. 
used. For the next 25,000 the new 
rate will be $2.20 a thousand, a re- 
duction of 40 cents a thousand; 
while for all gas used over 50,000 
cu. ft. the new rate will be $2.10, a 
reduction of 55 cents a thousand. 





Bureau of Mines Releases 


New Industrial Films 


Two new motion pictures relat- 
ing to the mineral industry are an- 
nounced as ready for distribution 
by the United States Bureau of 
Mines. 

“The Story of Natural Gas” has 


been produced in co-operation with 
the Natural Gas Association of 
America, and shows in an interest- 
ing and informative way the vari- 
ous steps in the development and 
utilization of natural gas supply, 
from the drilling of a gas well to 
the delivery of the gas to the con- 
sumer. 

“The Story of Oxygen” has been 
produced in co-operation with the 
Air Reduction ‘Company, and 
shows by the aid of animated car- 
toons how pure oxygen is pro- 
duced from air by liquefaction and 
expansion. This is followed by an 
exposition of the manifold uses to 
which oxygen is put in industry, 
shown photographically. 

Copies of these pictures are 
available for loan without charge 
to societies and educational and 
other institutions, for educational 
purposes. Requests for the loan of 
of the films should be addressed to 
the United States Bureau of Mines, 
4800 Forbes Street, Pittsburgh, Pa. 

Under terms of a co-operative 
agreement with the Department of 
Commerce, the Pittsburgh station 
of the United States Bureau of 
Mines also has available for distri- 
bution for educational purposes, 
copies of four educational films re- 
cently produced under the direc- 
tion of the Department of Com- 
merce. These are “The Story of 
an Automobile,” “The Story of an 
Electric Meter,” “The Story of a 
Watch.” and “The Story of Com- 
pressed Air.” 


Gainesville, Fla., Purchases 
Water Gas Set 


Announcement is made of con- 
tract recently signed by the Gaines- 
ville (Fla.) Gas Company for a new 
water gas set of “Western” type, to 
be installed alongside of the present 
set built by the same company. In 
many respects the new set will be 
similar to the set furnished a few 
years ago by the Western Gas Con- 
struction Company, although some 
special features were incorporated to 
meet the requirements of local con- 
ditions. 





Installing Waste-Heat Boilers 

The New Orleans Gas Light Com- 
pany will install two U. G. I. vertical 
waste-heat boilers and to that end 
has awarded contract for the in- 
stallation to the U. G. I. Contracting 
Company, of Philadelphia. These 
waste-heat boilers will be attached to 
the carbureted water gas apparatus. 





Light Company Enlarging 
Plant 


Long Beach, N. J.—Improvements 
in electricity and gas costing about 
$340,000 are being made by the Con- 
solidated Gas Company of New Jer- 
sey at its local plant. The work is 
under way and will not be entirely 
finished until May, 1923. 

The new gas holder to be built will 
treble the capacity of the present 
plant. In addition, a new coal trestle 
will be erected. 

General Manager Cutcheon said 
that a large force of men would be 
employed on construction work all 
winter, as he did not expect to com- 
plete the job inside of eight months. 
The cost of the gas holder will be 
around $150,000. 





Battery Automatic Controls 
; . for Peoples Gas 


Order has recently been placed for 
a battery of six “Western” auto- 
matic controls to be installed at the 
Division Street station of the Peo- 
ples Gas Light & Coke Company. 

The new installation will be very 
complete, including complete hy- 
draulic equipment for the six sets. 

One of the distinctive features of 
this control is the use of oil under 
pressure to secure the power as well 
as to regulate timing. These parts 
of the control are exceedingly simple 
in design and operation. 

The contract for the new controls 
was placed with the Western Gas 
Construction Company. 
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Welsbach Gas Heaters to Meet an 


Ever-Increasing Demand 





various finishes constitute a heater line 
which meets every possible supplemen- 
tary heating need. 


ed = six Welsbach Gas Heaters in their 


Two distinct new models and improvements 
adding to the convenience and efficiency of our 
present models make the Welsbach heaters the 
most popular on the market. 
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x Put in a complete supply of these unique 
. heaters for your fall business. Past success 
ek and the prestige of the Welsbach name are a ee 
hg guarantees of their appeal to your customers. An cight glower heater with copper re- 
flector and automatic lighter. A fireplace 
: ype in three finishes. 
: Do not place you orders for the 1922 meget Sas tee 
a season until you have seen the complete 
a line of Welsbach Heaters. 
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No. 29 | 
An eight glower fireplace heater in oxidized J i 
4 brass or oxidized copper. Copper reflector ” ite 7 
FS and automatic lighter. He. 3 , 332 
e A ten glower model built for use wee 
. where space in the fireplace is lim- AES 


ited. Black and verde finish. 





WELSBACH COMPANY 


Room 103, Gloucester, N. J. 


Member American Gas Association 
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L. L. Lighting Co. Secures 
Control of Nassau Concern 
New York, N. Y.—E. L. Phillips, 

président of the Long Island Light- 
ing Company, has announced that 
his company has Completed negotia- 
tions for the consolidation of the 
Lang Island and the Nassau Light 
& Power Company. The Long Island 
company has acquired the controlling 
interest, approximately 80 per cent, 
of the stock of the Nassau company 
and the practical and physical con- 
solidation will be consummated as 
soon as the Public Service Com- 
mission’s approval is obtained. 

“We hope ultimately to save the 
consumers of gas and electricity a 
considerable sum,” said Mr. Phillips. 
“This will be made possible by the 
decrease on per capita overhead re- 
sulting from the economies of single 
management operation. However, 
this may not be immediately felt, as 
we intend to first improve the char- 
acter and quality of the service af- 
forded our consumers.” 

The combined Long Island and 
Nassau companies serve practically 
all of Long Island outside of the 
greater city limits. The only por- 
tions which the new company will 
not control will be that portion of 
the Rockaways served by the Queens 
Lighting & Gas Company ; Freeport 
and Rockville Cegtre, in Nassau 
County, and Patchogue and East- 
hampton, in Suffolk. 

The main power station of the 
Long Island company, at North- 
port, L. I., where there has recently 
been installed a 10,000-h.p. turbine 
generator, will be hooked up by a 
transmission line with the main plant 
of the Nassau company at Glen 
Head, where a modern 7,500-h.p. 
generator is in operation. The com- 
bined output of the two plants will 
give an electrical generating capacity 
of 30,000 kw. ‘ ; 

Details of the deal have not been 
completed, according to Mr. Phillips, 
but it is understood that the new 


company will float a stock issue of 
$3,000,000. 





Dismantling Holder 


Los Angeles, Cal.—The engi- 
neering department of the South- 
ern Counties Gas Company, dis- 
tributors of natural gas in forty-six 
cities of southern California, in- 
cluding Monrovia, Arcadia, Sierra 
Madre and El Monte, has begun to 
dismantle its old 50,000 cu. ft. gas 
holder located on the company 
properties at Primrose and Wal- 


7 


nut, Monrovia. The holder and 
equipment are being cleared away 
to make room for a pipe yard. The 
Southern Pacific Railroad Com- 
pany has a spur line running te 
this property, giving the company 
every facility in the shipment of 
materials. 

The .Southern Counties Gas 
Company, a¢écording to W. E. 
Keefe, district superintendent in 
the Monrovia district, is also mak- 
ing arrangements to move the me- 
ter-testing bureau, and. regulator 
repair shops, now located at the 
old gas plant, into the rear part of 
the recently completed Monrovia 
gas office building, located at 114 
East Lemon Street. The company 
has‘ fitted up its gas office in the 
latest equipment, has installed the 
auto storeroom and other depart- 
ments under the one roof of the 
new structure. 

District Superintendent Keefe 
states that the company plans to 
dispose of two boilers at the gas 
plant at the foot of Myrtle Street 
and to replace them with two boil- 
ers of greater capacity. This, he 
said, would be done during 
August. 


Scott Gas Appliance Co. Elects 
New Officers 


Another man of prominence has 
come into the field of thé gas in- 
dustry. Peter M. Dorsch, well- 
known business man and financier 
of Washington, D. C., was elected 
president of the Scott Gas Appli- 
ance Company at a meeting of 
their board of directors held on 
Friday, Aug. 4. 

Mr. Dorsch is one of the pro- 
gressive business men who has 
come into promimence in the last 
few years through his aggressive- 
ness, foresight in grasping oppor- 
tunities and developing them into 
money makers. Mr. Dorsch is 
owner, officer and director in sev- 
eral well-known manufacturing en- 
terprises in both New York and 
Washington. In securing him as 
president the Scott Gas Appliance 
Company is assured of an aggres- 
sive campaign by which Scott gas 
ranges will be sold from coast to 
coast. 

Elected to serve as a lieutenant 
to Mr. Dorsch as vice-president is 
A. G. Schanze, who has been and 
is now serving in the capacity as 
sales manager of the Scott Gas Ap- 
pliance Company. Mr. Schauze 
needs no introduction to the gas 
industry. 








Gas Company Adds Five Miles 


of Mains 


Pottsville, Pa—John J. Mc- 
Knight, manager of the Pottsville 
Gas Company, is pushing improve- 
ments to the plant in several parts 
of this city. There are many ex- 
tensions being made to the mains. 
By the close of the summer there 
will have been installed about five 
miles of additional mains within 
the city limits. 

These mains are of three and 
four inches in diameter. Mr. Mc- 
Knight said that his plant is drawn 
upon heavily at meal time on ac- 
count of the many gas stoves that 
have been installed for cooking 
purposes. The plant, on North 
Center Street, he says, is ample to 
produce the gas required for some 
time to come but it is difficult to 
keep pace with the additional pip- 
ing needed. 

Speaking of a fuel supply, Mr. 
McKnight says that the plant can 
be supplied from his stored pile of 
coal that will last through most of 
January, without need of replen- 
ishing. Amd then, he says, he 
knows where to get more. 


Gas Consumers Within Reach 
Must Be Served 


Harrisburg, Pa—Consumers of 
gas must be served who can be 
reached by a reasonable outlay of 
capital and each situation must be 
determined by consideration of the 
particular facts and elements in- 
volved holds the Public Service 
Commission in sustaining the com- 
plaint of James R. Cook that the 
Equitable Gas Company had re- 
fused to extend its service main in 
Aspinwall. 

The commission says it is ap- 
parent the extension would not be 
self sustaining at the start and re- 
garding the suggestion of the com- 
pany that the consumers finance 
the extension and have the cost re- 
funded to them within five years, 
says, “A general rule of this nature 
cannot, however, be applied to ev- 
ery situation arising in a utility’s 
territory. As cited by the commis- 
sion in other complaints of this 
kind the determining factor is not 
profit alone.” 








Colorado Incorporation 
The Canon Beuten Coal’ Com- 
pany, $200,000. Home office Canon 
City. The incorporators are J. W. 
Landers, A. C. Dickinson, Harry 
Beuten, et al. 
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Welsbach Gas Heaters to Méet an 


3 Ever-Increasing Demand 


“Ry be six Welsbach Gas Heaters in their 
various finishes constitute a heater line 
which meets every possible supplemen- 

tary heating need. 


Two distinct new models and improvements 
4 adding to the convenience and efficiency of our 
present models make the Welsbach heaters the 

most popular on the market. 





a Put in a complete supply of these unique 
y heaters for your fall business. Past success 
eek and the prestige of the Welsbach name are woke 


guarantees of their appeal to your customers. An eight glower heater with copper re- 


flector and automatic lighter. A fireplace 
type in three finishes. 


Do not place you orders for the 1922 
¥ season until you have seen the complete 
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No. 29 

* An eight glower fireplace heater in oxidized 

£ brass or oxidized copper. Copper reflector - 7 “4 
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je A ten glower model built for use ake 
x where space in the fireplace is lim- SaaS 
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Conducted by Business Department of American Gas Journal 


“Little Giant” Pipe Wrench 
Presented to the Trade 


The “LittléGiant” pipe wrench, a 
new wrench with several interesting 
improvements, fas just been put on 
the market.. The “Little Giant” 
wrench has the “end opening” fea- 
ture which is familiar to users of 
machinist’s wrenches. Its applica- 
tion to pipe turning can readily be 
Seen by a glance at the accompany- 
ing picture. 

The advantage of the “Little 
Giant” wrench over the conventional 
style is the ease with which it can 
handle pipes in corners, close to 
walls and similar confined places. 

The person using it can set it 
straight on the pipe as he would a 
pair of pliers, instead of having to 
fit the jaws on from the side. 

The “Little Giant” wrench has 
only three parts: a handle and jaw 
in one piece, which is drop-forged 
and heat treated; a movable jaw, 
likewise drop-forged and heat treat- 





ed, and a hardened steel nut. There 
are no springs, rivets, frame or pins, 
all these parts being eliminated. In 
spite of the absence of springs the 
“Little Giant” wrench takes hold and 
releases instantly at the option of 
the user. 

The new wrench has been de- 
signed for maximum strength. The 
fourteen-inch size has _ repeatedly 
withstood stresses in excess of 4,700 
inch pounds without slipping or 
bending. Readers familiar with 
Government requirements will recall 
that the Army and Navy depart- 
ments require a test of 2,800 inch 
pounds for a wrench of this size. 
Yet, owing to thé elimination of ex- 
tra parts, the “Little Giant,” in spite 
of its extra strength, weighs less 
than a Stillson type wrench of cor- 
responding capacity. This is an ad- 
vantage to users and dealers alike. 


Another feature is the double set 
of teeth on the main jaw. The mov- 
able jaw can be engaged at the op- 
tion of the operator with either of 
these sets of teeth with consequent 


New Gas Range Top 
J. T. Bayliss & Sons, 338 Seventy- 
eighth Street, Brooklyn, N. Y., man- 


ufacture the “Bayliss Gas Range 





lengthened life. On the large sizes, 
fourteen-inch and greater, two addi- 
tional sets of teeth are provided, 
making four in all, and the movable 


_jaw can be reversed to engage these 


additional sets of teeth, which are 
below the adjusting nut. This is 
very useful in connection with cer- 
tain classes of work, besides prac- 
tically quadrupling the life of the 
tool. 

The “Little Giant” wrench is be- 
ing manufactured in 8, 10, 14, 18 and 
24 in. sizes, of which the three small- 
er sizes are already on the market. 

A point of particular interest to 
dealers is the bright orange paint 
with which the panels in the handles 
are covered. Wholesalers and re- 
tailers appreciate the attractiveness 
of color, and this feature will aid in 
arousing consumer interest in the 
“Little Giant” wrench. 

The new wrench is a product of 
the Greenfield Tap & Die Corpora- 
tion, Greenfield, Mass. “Little Giant” 
ig one of their trade-marks, well- 
known throughout the trade to all 
users of screw plates, taps and dies. 
The new wrench will be extensively 
advertised by its manufacturers. 


Top,” cut of which is shown. This 
top sets in a groove level with the 
top of the stove. It is claimed that 
two or four articles can be cooked 
with one burner lit. It is made in 
sizes to fit top of any range. [Illus- 
trated circular will be sent on re- 
quest. 





“Paving Breakers” 


The Ingersoll-Rand Company, 11 
Broadway, New York, has just is- 
sued a bulletin describing its “Pav- 
ing Breaker.” This apparatus is an 
automatic compressed - air - operated 
pick and chiseling machine. It is 
similar to a non-rotating hand-ham- 
mer rock drill. It is light, extremely 
simple and is operated by one man 
when working downward. “Paving 
Breakers” are principally used by 
street railways, telephone, electric, 
power and gas companies for tearing 
up pavement of all kinds, for the lay- 
ing and repairing of street railway 
tracks, and the laying of electric ca- 
ble ducts, gas mains, etc. 

A copy of bulletin will be sent on 
request. 
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Welsbach Gas Heaters to Meet an 


+ & 

z Ever-Increasing Demand 
S HE six Welsbach Gas Heaters in their 

: various finishes constitute a heater line 


which meets every possible supplemen- 
tary heating need. 


Two distinct new models and improvements 
adding to the convenience and efficiency of our 
present models make the Welsbach heaters the 
most popular on the market. 








¥ Put in a complete supply of these unique 

. heaters for your fall business. Past success 

es. and the prestige of the Welsbach name are Se: 

* guarantees of their appeal to your customers. an cight giower heater with copper re- 

flector and automatic lighter. A fireplace 

= i i ishes. 

_ Do not place you orders for the 1922 — 

season until you have seen the complete 
Bt” line of Welsbach Heaters. 
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. An eight glower fireplace heater in oxidized .e 

f: brass or oxidized copper. Copper refiector sted 

4 and automatic tighter. No. 27 E 

e~ A ten glower model built for use sl 
a where space in the fireplace is lim- 3 
x& ited. Black and verde finish. 
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Conducted by Business Department of American Gas Journal 


Arches and Circles 


The above is the title of a bulletin 
recently issued by the Russell Engi- 
neering Company, St. Louis,’ Mo. 
The bulletin is really a series of 
tables, carefully worked out, for the. 
use of the superintendent of manu- 
facture. The following problems are 
answered : 

To determine the number and kind 
of bricks required to turn an arch, 

To find the number of bricks re- 
quired to form an arch. 

To find the inside diameter of the 
circle turned from the dimensions of 
the brick. 

To find the number of bricks re- 
quired to turn circle. 

To find circumference of a circle. 

To find the number of straight 
bricks required for a complete circle 
to increase the inside diameter of 
circle turned by any given arch or 
wedge brick or tile. 

To find length of inner arc or 
chord when outer are or chord is 
known. 

To find length of outer are or 
chord when inner arc or chord is 
known. 

To find the radius of an arch, 
when the span and rise are given. 

To find length of are when ra- 
dius and span are known. 

To find the rise of an arch wher 
the span and radius are given. 

— estimate the weight of fire-clay 
tile. 

Under the head, “Notes and For- 
mula on Fire Brick Construction,” 
they say: 

“For every service there is one 
grade of fire brick which will give 
best and most economical results. 
This is not always the most refrac- 
tory or the most expensive brick. It 
is the brick that best meets the firing 
conditions under which it is used. 
Be sure to get the right brick for 
each job. 

“Fire brick, tile and clay should be 
kept in a dry place. 

“The mortar or refractory cement 
used should be at least as refractory 


as the fire brick. If clay, or a mix- 
ture of clay and ground brick, is 
used, both should be the same grade 
as the brick. 

“Remember that unburned ground 
fire clay has no bonding qualities. All 
joints therefore should be as thin as 


.possible. 


“When laying up fire brick they 


should preferably be dipped in mor- 


tar of the consistency of thick cream, 
but may be buttered, providing all 
joints are kept thin and full. 

“Fire-clay mortar works best after 
standing 24 to 48 hours. Therefore, 
whenever possible, the water and 
clay should be mixed a day or two 
before being used. 

“For laying fire brick,.500 to 600 
Ib. of clay will be required per thou- 
sand bricks. For small jobs, extra 
clay should be ordered to cover un- 
avoidable waste, 

“In estimating number of fire 
bricks required, figure 6% bricks per 
square foot of wall for each 4% in. 
in thickness. This will be ample, ex- 
cept on jobs requiring less than 1,000 
bricks, when 7 bricks per square 
foot should be used in calculating. 
For irregular or massive work, fig- 
ure 17 bricks per cubic foot.” 





Automatic Water Gas Control 
for Fall River, Mass. 


Stone & Webster, of Boston, 
Mass., have placed order with the 
Gas Machinery “ompany, of Cleve- 
land, Ohio, for an automatic water 
gas control which will be installed 
for operating water gas apparatus at 
Fall River, Mass. 

The water gas control consists of 
standard hydraulic control valves 
and hand operating levers, complete 
with electric motor to run timing 
discs and operate these same hand 
operating levers automatically. 

Position of the hand levers always 
indicates just what is going on and 
no complicated signal system is nec- 
essary. 

The system is a self-contained unit 


and a lever is provided for instantly 
changing from hand operation to au- 
tomatic operation or from automatic 
operation to hand operation. 


The time of opening and closing 
the operating valves can be quickly 
and positively varied to suit the con- | 
ditions, and the control will take 
care of blow runs, air purging, split 
runs, all up runs, or any other de- 
sired method of operating, depending 
on generator fuel used and other 
local conditions. 

The automatic control for Fall 
River is provided with seven pairs of 
timing discs to take care of waste- 
heat boiler and other special opera- 
tions which are necessary for the 
Fall River installation, and there is a 
recording counter to indicate the 
number of runs made. 

While there is distinct labor econ- 
omy in installing the automatic con- 
trol, as one man can supervise the 
operation of more than one set of 
apparatus, the chief advantages are 
due to the fact that the automatic 
control performs every function at 
an exact time, which it is humanly 
impossible to do, enabling shorter 
cycles to be used, thereby reducing 
the clinkering time, maintaining more 
uniform heats which can be properly 
controlled, requiring less generator 
fuel, less oil and increasing the life 
of refractory materials due to more 
uniform temperatures obtained. 

-The capacity of the set is also in- 
creased materially, due to less time 
required for clinkering, for operat- 
ing valves, and due to uniform con- 
ditions with automatic operation. 





Cast-iron vs. Steel Welding 


In pamphlet No. 235, recently is- 
sued by the Steere Engineering Com- 
pany, Detroit, Mich., is shown a cut 
of a nine-foot vacuum tube made 
entirely of steel without a rivet. Such 
fittings were formerly made of cast- 
iron, but can now be made of steel 
and the sections welded together. 
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Protect Your Lighting Business 


YOU CANNOT AFFORD TO SELL 
A FIXTURE THAT DOES NOT 
COMBINE ALL THESE FEATURES 
THAT PROTECT BOTH YOU AND 
YOUR CUSTOMER 


Into the manufacture of a lighting fixture must go the great- 
est possible skill and care, and the highest grade of materials. 
More than that, the manufacturer must know the limits of 
safety. He must first protect you by insuring the absolute 
satisfaction and safety of your customer. 


Welsbach 


SEMI-INDIRECT 
LIGHTING FIXTURES 


are the development of a company that has devoted its life 
to the manufacture of gas appliances that meet the highest 
ideal. Only in Welsbach Fixtures will you find those features 
that assure the protection of you and your consumer. 


All mantles break sooner or later, and unless the bowl is 
protected by a mica baffle under the mantles, you are run- 
ning the risk of seriously injuring one of your consumers. 
Welsbach Semi-Indirect Fixtures are all equipped with this 
feature. The burner we use, designed to give most light on 
the least consumption of gas, is equipped with a metal hood. 
This hood, another exclusive Welsbach feature, directs out- 
ward and dissipates the products of combustion, preserving 
the finish of the metal work and eliminating danger of ceil- 
ing discoloration. 


Illustration shows fixture with bowl 
removed. Notice how the products of 
combustion are so directed that they 
spread out between the chains and do 
not discolor the metal work or ceiling. 
Lower mica baffle catches fragments 
of mantles when they break, prevent- 
ing them reaching and breaking bowl. 
The design of by-pass cock makes it 
possible to ignite and turn out gas 
with a single chain. 


These features that seem so small are of vital importance to 
the gas company that is endeavoring to hold and increase its 
lighting business. 


We feel our responsibility to the consumer so keenly that we 
would not think of giving him anything less than the best we 
can make. Your association with the consumer is more inti- 
mate than ours. He relies on your word. You are deceiving 
him and ruining the future of your lighting business if you 
give him anything but the best. 

















Here are the burner, 
mantles, and upper and 
lower baffles. The 
burner, designed along 
scientific lines, is con- 
structed to give longest 
and most efficient ser- 


We are now arranging campaigns for gas companies 
throughout the United States. We will be glad to 
arrange one for you. A letter from you will bring 
one of our representatives to explain details. 


WELSBACH COMPANY 


Room 103, Gloucester, N. J. 


Member American Gas Association 
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Coal Scarcity Costing Utilities 
$50,000 a Day 

The coal shortage is costing the 
gas and electric companies of the 
State of New York at least $50,000 
a day, according to an estimate 
made by the New York State Com- 
nuttee on Public Utility Informa- 
tion. This represents the difference 
between the present cost of the 
coal they are buying to keep up 
their service, and what that coal 
would have cést under their regu- 
lar contracts. This extra cost falls 
with particular weight on gas com- 
panies because gas is being substi- 
tuted for coal by many families 
unable to obtain that fuel, and the 
more gas used the more coal the 
gas companies have to have to 
keep up their service. 

“The utility company’s coal pile, 
being maintained at such cost, is in 
reality a community coal pile,” de- 
clares the Committee on Public 
Utiiity Information. “Already in 
many communities in New York 
State hotels, restaurants and other 
businesses which are unable to ob- 
tain coal have turned to the whole- 
sale use of gas in order to keep go- 
ing. As the pinch of the coal short- 
age tightens this extra use of gas 
will increase until the first cold 
days of fall will find householders, 
apartment dwellers and business 
concerns of every character de- 
pending on gas to take the place 
of the coal they cannot buy. Toa 
somewhat less extent the public 
will substitute electricity in cook- 
ing and heating for the unobtain- 
able coal. 

“No question of price has de- 
terred the gas and electric compa- 
nies from placing orders for coal 
whenever and wherever they could 
get it. As soon as they found that 
their regular contractors could not 
supply them, owing to the strike, 
they went into the open market and 
bought fuel—coal if possible, coke 
in the case of many gas companies 
which could not purchase the nec- 
essary anthracite coal. They fore- 
saw the crisis long before the gen- 
eral public knew anything about it 
except that there was a stubborn 
and prolonged cessation of mining. 
They knew that their coal piles 
were community piles—that the 
comfort and health of their cus- 
tomers depended on the continu- 
ance of their service. Having been 
unable in many cases to get coal at 
the ‘fair price’ decreed by Mr. 
Hoover, they knew they could not 


hesitate over price because their 
service had to be maintained, so 
they made it their business to get 
coal whatever it cost. 

“Up to date there has not been a 
stoppage of service by any com- 
pany. No person had to go with- 
out gas or electricity for essential 
use. It is interesting to note in 
this connection that no privately 
owned and operated utility com- 
pany has been as near the danger 
line as have been many-of the mu- 
nicipally owned utility plants in 
this State. 

“A ton of coal from the utility’s 
coal pile transformed ‘into gas or 
electricity will do a great deal more 
work than a ton of coal burned in 
a family heater or range, because 
of the efficiency and economy of 
the company’s processes. It is 
therefore a measure of coal con- 
servation in this crisis to burn the 
utility’s fuel. Nevertheless, because 
the utilities for months to come 
will have difficulty in obtaining 
coal, the public should remember 
that conservation of gas and elec- 
tricity is imperative. Wasteful use 
of the utilities’ service burns up 
coal which is needed in homes and 
in industry.” 


New Record Is Made in 
By-product Coke 

To replace the deficit in beehive 
coke caused by the strike in the 
Connellsville, Pa., district and 
other beehive coke districts, the 
by-product ovens are now produc- 
ing at a rate above their average 
for the year 1920. 

The Geological Survey reports 
the total output of by-product coke 
in June was, in round numbers, 
2,580,000 net toms as against a 
monthly average of 2,565,000 tons 
in 1920, the record year. The av- 
erage output per working day was 
86,000 net tons, an increase of 5 
per cent over the May average. 
The month’s production represent- 
ed 70 per cent of the aggregate ca- 
pacity of the ovens of the seventy- 
one plants in existence, fifty-eight 
of which were active and thirteen 


idle. 


Swindler “Reduces” Gas Bill 
Charges 


Hoboken, N. J—A new form of 
swindle has been reported to the 
Hoboken police by E. G. Kent, lo- 
cal head of the Public Service Gas 
Company. So ingenious is the 








method that a number of families 
in. Hoboken, particularly in the 
Italian section, have been victim- 
ized. 

Briefly, the scheme is this: A 
well-dressed stranger calls at the 
residence of the gas consumer, asks 
to see the gas bill, compares the 
figures thereon with a memoran- 
dum in his possession and then an- 
nounces that a mistake has been 
made. To protestations that there 
has. been no mistake, the stranger 
blandly announces that the charge 
made is not too small but too large, 
and proceeds to subtract a dollar or 
a dollar and a half from the bill. 
Then he collects. Of course, when 
an authorized collector calls, the 
gas consumed must be paid for. 

The swindler is described as be- 
ing about five feet ten inches in 
height, about thirty years old, an 
Italian, speaking good English, 
and is clad in a brown suit and 
straw hat. Police are on the look- 
out for him. 


United Gas & Electric 


The United Gas & Electric Cor- 
poration reports for July a balance 
after fixed charges of $178,756, 
compared with $143,467 last year. 
Gross earnings were $947,536, com- 
pared with $890,080. Net earnings 
were $314,794, compared with 
$277,576 and gross income was 
$322,786, against $183,795 in 1921. 

For the twelve months ended 
July 31 last gross earnings amount- 
ed to $11,966,191, compared with 
$11,364,167 in 1921; net earnings 
were $4,091,409, against $3,281,141, 
while the balance after fixed 
charges stood at $2,461,476, com- 
pared with $1,720,459 in the cor- 
responding period of the previous 
year. 








Receiver Named 


Crookston, Minn.—Richard L. 
Spiering, manager of the Crooks- 
ton Gas Company, has been named 
receiver of the company by the 
United States district court. The 
order was received from Fergus 
Falls and Mr. Spiering at once as- 
sumed his duties. 

On Aug. 3 an action was brought 
against the local company by the 
Gas Machinery Company, asking 
that a receiver be appointed be- 
cause the city council had cut the 
rate for gas to such a point that 
the company cculd not pay ex- 
penses. 
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City to Supply Residents with 
Gas 


The city of Granite, Okla., has 
gone into the business of furnishing 
its citizens with natural gas, which is 
produced in the wells six miles north 
of the town. 

The following, quoted by the Gran- 
ite Enterprise from the ordinance 
passed by the city authorities of 
Granite, will doubtlessly prove inter- 
esting : 

“Whereas no rates are so named 
and established for the furnishing by 
the town of Granite to the inhabi- 
tants thereof, and no rules for the 
collection of gas furnished or for the 
service connections with the gas 
mains of the said town; therefore, 
bevit 

“Resolved, That until further reso- 
lution or ordinance relative to the 
subject the following shall be the 
rates charged for gas by the town: 

“For the first 1,000 cu. ft., a rate 
of $1 per thousand cubic feet. 

“For all gas thereafter per thou- 
sands cubic feet, 50 cents. 

“It is further resolved that a serv- 
ice charge for service connection be 
collected in the sum of $12, and that 
before gas is turned on for any cus- 
tomer a deposit of $5 to cover short- 
ages in payment of gas bills shall be 
made by such customer. Any part of 
which sum which may. be left after 
paying the bills, at the discontinuance 
of service, shall be refunded by the 
town. 

“Tt is further resolved that all cus- 
tomers who voluntarily pay their bills 
before the 10th of each succeeding 
month shall be allowed 10 per cent 
discount on such monthly bills, and 
failure to pay by the 10th of the 
month will subject the customer to a 
discontinuance of service at his cost. 

“And all rates above named are to 
be computed monthly. 

“Passed and approved this 20th 
day of June, A. D. 1922. 

“George W. Briggs, Chairman of 
the Board; Attest, S. W. Broiles, 
Town Clerk.” 





Pacific G. & E. Statement 


San Francisco, Cal.—The in- 
come account of the Pacific Gas & 
Electric Corporation for the six 
months ended June 30, 1922, shows 
continued steady increase in both 
gross and net revenues, according 
to a statement made recently by 
A. F. Hockenbeamer, vice-presi- 
dent of that company. 

Gross income for the half year 








was $19,490,813, which is an ad- 
vance of $523,627. Decreased op- 
erating expenses made possible an 
increase of $849,892 in net reve- 
nues, which were $7,590,666 for the 
six months period. 


An indication of the decided im- 
provement in the company’s busi- 
ness is contained in an increase of 
$147,191 in June gross operating 
revenue increase registered so far 
this year. 

“Among the more conspicuous 
increases,’ continues Vice-Presi- 
dent Hockenbeamer, “tre 12.92 per 
cent for commercial and residential 
lighting and 36 per cent for agri- 
cultural power and 19.197 per cent 
in power supplied to manufactur- 
ing industries. We gained 2,964 
consumers net in June as against 
{1,568 in June, 1921. 

“The gain for the six months 
ended June 30, 1922, was 14,062 as 
against 10,606 for the same period 
for. the preceding year. At the 
close of June we were serving 613,- 
031, a net gain in the twelve 
months to that date of 33,066. Ef- 
fective July 15, the price of oil 
residuum used by us for gas mak- 
ing was reduced 25 cents perbarrel, 
followed by a similar reduction ef- 
fective July 25. 

“Under the policy established by 
the State Railroad Commission in 
1921 adjustments in gas rates cor- 
responding to changes in oil prices 
are made effective within thirty 
days, which meant that by Aug. 25 
our gas rates were reduced from 5 
to 14 cents per thousand cubic feet. 

“There will be no loss in net rev- 
enue to the company, but the lower 
rates should stimulate consump- 
tion.” 

The Pacific Gas & Electric Com- 
pany earnings include: 


Gross 


Net after operating exp. and taxes 


Bond int. and amort. of discount.. 


RED «a seneadaebinbhiens nike 
Reserve for depreciation ........ 
SEE... cB nbtedh Mienemahden 


Six mo. div. accrued on pref. stock 


Bal. equiv. to 5.2% on com. stock. 


Gas Rate Will Be Continued 

Sioux Falls, S. D.—The rate of 
the Sioux Falls Gas Company will 
remain at $1.47 up to Feb. 1, 1923, as 
the result of an agreement between 
attorneys of the firm and of the city 
commission, approved by Judge El- 
liott in the United States District 
Court. The gas company sought to 
enjoin the commissioners from put- 
ting into effect the proposed rate of 
$1.35. The coal strike and the un- 
certainty of business conditions were 
influences which brought about the 
postponement. 





Order Barring-Down Machine 

That the U. G. I. barring-down 
machine is receiving the approval of 
gas companies is evidenced by the or- 
ders being received by the U. G. I. 
Contracting Company, of Philadel- 
phia, Pa. The latest companies to 
order these valuable operating ad- 
juncts are the Lancaster (Pa.) Gas 
Light & Fuel Company and the West- 
ern United Gas & Electric Company, 
Joliet, Ill. 

Gas companies being forced by the 
coal situation to change to coke as 
generator fuel find the barring-down 
machine to be of great advantage in 
obtaining better operating conditions. 





Financial Statement 

The July statement for 1922 of 
the Colorado Power Company 
shows a 38.7 per cent gain over 
July, 1921. Gross operating reve- 
nue increased 6.9 per cent, while 
operating expenses decreased 11.4 
per cent. Norman Reed, vice-pres- 
ident and general manager, is very 
optimistic as regards the future of 
his company and business gen- 
erally. 





Increase 











$19,490,813 $523,627 
7,590,666 849 892 
2.740.071 103,400 
$4,850,595 $846,492 
1,790,921 256,382 
3.059 674 ® $90,110 
1,259,455 198,233 
$1,800,219 $291,877 





Black Hills Coal Company 
Incorporated 
The Black Hills Coal Company ; 
$50,000; home office Walsenburg. 
The incorporators are C. J. Truell, 
R. B. Vaughan and Charles 
Hayden. 


Adds to Purifying Equipment 


Additional purifying equipment is 
being installed at the plant of the 
New Gas Light Company, of Janes 
ville, Wis., by the U. G. I. Contract- 
ing Company, of Philadelphia, Pa. 
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Pacific Coast Gas Association 
Convention This Month 


Predictions that the twenty-ninth 
annual convention of the Pacific 
Coast Gas Association, which will be 
held at Santa Barbara, Cal., on Sept. 
19, 20, 21 and 22, will be the most 
successful ever held are being made 
by those in charge of arrangements. 

In an announcement just. issued it 
is said: 

“The prospects for a wonderful 
convention this year are certainly 
bright. Santa Barbara makes an 
ideal setting for our meeting and of- 
fers, as well, every opportinity for 
pleasure. The Arlington, Hotel is 
making preparation to take care of 
its guests, and those of us who had 
the pleasure to be in attendance at 
the convention held there in 1916 well 
know what such hospitality means. 

“The program arranged for the 
business session is well balanced and 
fits the time scheduled very satisfac- 
torily. A new idea is introduced this 
year, inasmuch as a number of top- 
ics will be presented at the meeting 
by men from outside our association 
who are authorities on their respec- 
tive subjects. For complete outline 
of the business session refer to back 
page of this announcement. 

“Another additional attraction to 
the meeting is the appliance and nov- 
elty exhibit. This has taken big with 
the firms that have equipment and 
appliances they desire to present 
to the membership. The entire ex- 
hibit hall has been taken over, which 
will provide space for thirty-four 
exhibitors. For its educational value 
we are delighted to be able to put on 
such a show in connection with the 
convention. 

“Santa Barbara affords every 
imaginable opportunity for enter- 
tainment, so the arrangement com- 
mittee has worked out an excellent 
program that will maintain our inter- 
est and please our taste. In the mat- 
ter of time, place and occasion, this 
year’s convention cannot be sur- 
passed, and preparations are being 
made to accommodate the largest at- 
tendance we have ever enjoyed. The 
extent of our membership now and 
the interest shown would indicate 
that we will not be disappointed. 

“In the matter of membership it 
will prove of interest to know that at 
this writing the new applicants for 
membership are coming at an ever- 
increasing rate. The record now 
reads: Southern, 54 new members; 
Central, 31 new members; Northern, 
13 new members.” 


THE PROGRAM 


BUSINESS SESSION 








TueEspay, SEPT. 19 
10.00 A. M.—Formal Opening by 
President Henry Bostwick. 
Regular Order of Business. 
President’s Address. 


ACCOUNTING SECTION 
Chairman Presiding, O. L. Moore 
Auditor, Los Angeles Gas & Electric 
Corporation 


2.00 P. M.—1. “The Accounting De- 
partment’s Relationship to Other 
Departments of the Utility’— 
By B. G. Williams, Mechanical 
Engineer, Southern California 
Gas Company. 

2. “Financial Budgets”—By C. W. 
Platt, Assistant Secretary-Treas- 
urer, Portland Gas & Coke Com- 
pany. 

3. “Appliance Accounting” — By 
H. Glover, Auditor, Beacon 
Light Company. 





WepDNEspDAyY, Sept. 20 


TECHNICAL SECTION 


Chairman Presiding, E. L. Hall 
General Superintendent, Portland 
Gas & Coke Company 


9.30 A. M—1l. “A Study of the 
Load Problem for Gas Utilities” 
—By F. S. Wade, Superintend- 
ent, Southern Counties Gas 
Company. 

2. “Behavior of Consumers’ Me- 
ters in Service’—By E. W. 
Hammond, Gas Measurement 
Engineer, Pacific Meter Com- 


pany. 

3. “Liquid Purification” — By F. 
W. Sperr, Jr., Chief Chemist, 
Koppers Company. 


On this day there will also be pre- 
sented a report from the Joint Com- 
mittee on Efficiency and Economy of 
Gas. Also, reports from sub-com- 
mittee chairmen on the following 
subjects: Industrial gas, electrolysis, 
hot water, consumers’ meters, naph 
thalene removal, appliance testing 
code, gas lighting, work connections, 
gas ranges, unaccounted-for gas, gas 
generator design. 





Tuurspay, SEPT. 21 


* COMMERCIAL SECTION 
Chairman Presiding, R. E. Fisher, 
Vice-President in Charge of Sales, 
Pacific Gas & Electric Company 


9.30 A. M.—1. “The Value of Good- 
Will to the Utility’—By Irving 
H. Rice, President Merchants 
and Manufacturers’ Association, 
Los Angeles. 

. “Investment Securities and 


~ 


Their Relation to the Gas Com- 
pany”—By Guy Kinsley, Cyrus 
Peirce Company. 

3. “Commercial Advertising of 
Gas”—By K. L. Hamman, John- 
ston-Ayres Company, advertis- 
ing agency. 

4. “Resume of Commercial Activi- 
ties for Past Year”—By H. M. 
Crawford, Gas Sales Manager, 
Pacific Gas & Electric Company. 

. “Merchandising of Appliances 
by Retail Dealers’—By J. O. 
Smith, Birch-Smith Furniture 
Company. 


or 


Following the Commercial Com- 
mittee Session the Wrinkles, J. E. 
Kelly, Editor, and the Experience 
Department, John Clements, Editor, 
will present their reports. 

The balance of the session will be 
given over to completion of business 
and election of officers for the fol- 
lowing year. 





Orders Waste Heater Boiler 


The Easton (Pa.) Gas Works 
Company, controlled by the W. S. 
Barstow Management Association, 
has awarded contract for the installa- 
tion of a U. G. I. vertical waste-heat 
boiler. This boiler is to be attached 
to the carbureted water-gas appa- 
ratus and will be a valuable factor 
in offsetting the present coal strin- 
gency. The U. G. I. Contracting 
Company, of Philadelphia, Pa., re- 
ceived the contract after the Easton 
company engineers had gone into the 
matter very exhaustively. 





Gasman Present at Industrial 
Convention 


Bridgeport, Conn.— George S. 
Hawley, general manager of the 
Bridgeport Gas Light Company, rep- 
resented this city at the National In- 
dustrial Conference of the Y. M. 
C. A., which was held at Silver Bay, 
Lake George. The conference opened 
on Aug. 31 and closed Sept. 1.. Mr. 
Hawley attended the conference with 
Alpheus Winter, manager of the 
Bridgeport Manufacturers’ Associa- 
tion, and H. J. Smith, representative 
of the Connecticut Manufacturers’ 
Association. 
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Rapid Growth of Utica Gas & 
Electric Company 


Utica, N. Y.—Seven per cent cu- 
mulative preferred stock of the 
Utica Gas & Electric Company is 
now being offered for sale. This 
great public utility company, one of 
the largest gas, light and ‘power cor- 
porations between New York and 
3uffalo, is enjoying an unprecedent- 
ed growth and development in the 
widespread territory it serves. So 
rapid has been this growth that the 
company is far behind the demands 
made upon it for extensions of gas 
and electric light and power services. 

The Utica Gas & Electric Com- 
pany is now serving thirty-two com- 
munities in central New York, with 
a combined population of, approxi- 
mately, 200,000 persons. It is the 
basic industry in what is undoubted- 
ly the greatest industrial section of 
the Empire State. In fact, the con- 
tinued industrial and community 
growth and development of central 
New York is largely dependent upon 
the continued growth and develop- 
ment of this great public utility. 

An indication of the present mag- 
nitude of the Utica Gas & Electric 
Company’s business may be gained 
from the statement that electric cur- 
rent is delivered from the company’s 
power plants over more than 104 
miles of transmission lines to the 
various sub-stations for distribution. 
The electrical distribution system 
consists of approximately 2,739 
miles of aerial wire, in addition to 
an underground distributing system 
in the city of Utica containing more 
than 512,000 ft. of lead-covered wire. 

The gas manufacturing plants of 
the company include the most mod- 
ern and up-to-date equipment. These 
plants have a daily manufacturing 
capacity of 6,000,000 cu. ft., which 
is distributed through more than 223 
miles of mains t6 33,000 customers 
who are located in the cities of Utica, 
Little Falls, Ilion and Herkimer, and 
of the towns and villages in Oneida 
and Herkimer counties. The valua- 
tion of the physical property alone of 
the Utica Gas & Electric Company 
has been appraised at seventeen mil- 
lion dollars. 





Price of Gas in Ottawa, IIl., 
Was Once Four Dollars 


Ottawa, Ill_—Sixty-five years ago 
the price of gas in Ottawa was $4 a 
thousand cubic feet to the public. 
The plant, which is now a part of 
the system of the Public Service 
Company of Northern Illinois, was 


authorized to begin business in Au- 
gust, 1855, and was one of the first 
fifty gas plants erected in the United 
States. 

The charter fixed the gas rate at $4 
to the people, but it was not to “ex- 
ceed $3 a thousand feet to the city.” 
Hollow logs were the first pipes used 
and occasionally excavators unearth 
some of these antique sections. 

The old minute books contain 
many curious and interesting entries. 
Following is one item in the meeting 
of the directors held Jan. 14, 1857: 

“It was ordered the secretary stays 
in the office from nine o’clock until 
(1) one P.M. for all cash transac- 
tions, and that he procure a slate and 
hang it on the door that any person 
may leave their orders and the sec- 
retary shall state on the slate what 
time he shall be in the office again.” 

Lorenzo Leland, one of the origi- 
nal stockholders of the Ottawa Gas 
Light & Coke Company, is still a 
resident of this city, being president 
of the First Nationad Bank. 


Strike Closes Gas Plant 


Allentown, Pa.—Fifteen hundred 
patrons of the Slatington Gas Com- 
pany are back to the day of the 
kerosene lamp and the use of tallow 
candles because of the coal strike. 

Some time ago the company began 
running low in coal, and trucks and 
teams sent to the mines returned 
empty. Citizens with their winter 
supply laid in came to the company’s 
aid, but the relief was only tempo- 
rary. Finally the plant was forced 
to close. According to an official 
statement, the plant may resume 
shortly. 


Steals Gas to Make 
Moonshine 

Escanaba, Mich.—Stealing gas to 
make moonshine is a new one, but 
that is what Joseph Seymour, of 
Escanaba, is charged with, along 
with another charge of manufactur- 
ing “white mule.” In regard to 
stealing gas, Seymour was arrested 
on a charge of grand larceny. He 
furnished bonds of $500 in each case. 











Montana Incorporation 

The Montana Sweet Grass Oil & 
Gas Company has been incorporat- 
ed under the laws of Montana for 
$1,000,000. The officers of the con- 
cern are George T. Hansen, Salt 
Lake City, Utah; Frank Frantz, L. 
Lilly, B. O. Jones, Denver, Col., 
and Donald K. Woods, M.D., 
Great Falls, Mont. 


Installing Additional Water 
Gas Set 


The Hartford City Gas Com- 
pany, of Hartford, Conn., recently 
purchased from the Gas Machinery 
Company, Cleveland, Ohio, a new 
eleven-foot water gas apparatus 
and have now placed an order with 
the Gas Machinery Company for a 
new automatic control for the elev- 
en-foot set. 

This automatic control is to be 
provided with five pairs of timing 
discs, to take care of the waste- 
heat boiler and other necessary op- 
erations and there is a recording 
counter to indicate the number of 
runs made. 

The chief advantages obtained 
in using an automatic control are 
due to the fact that the automatic 
control are due to the fact that the 
automatic control will perform ev- 
ery function at the exact time, 
which is humanly impossible to do. 
This enables shorter cycles to be 
used and maintains a more uniform 
temperature, thereby reducing the 
clinkering time. Less generator 
fuel and oil are required and the 
life of the refractory materials are 
increased due to more uniform 
temperatures obtained. 

The capacity of the set is also 
increased materially, due. to less 
time for clinkering, less time re- 
quired for operating valves, and 
more uniform conditions obtained 
with automatic operation. 





W. J. Bostock Again Wins 
First Prize in Suggestion 
Contest 


Showing no abatement in inter- 
est, the last suggestion contest 
ended June 30 with something 
more than 800 suggestions offered 
by employees from all over the ter- 
ritory covered by the Philadelphia 
Company and affiliated corpora- 
tions, of Pittsburgh, Pa. As a re- 
sult the funds divided among the 
men and women whose suggestions 
were adopted reached the highest 
point of any contest and $795 in 
cash rewards was paid to those 
whose suggestions were adopted. 
Brunot Island power plant receives 
credit for winning first place and 
W. J. Bostock, who won the initial 
contest with an award of $50, adds 
$75 more to his winnings by a sug- 
gestion which met al! requirements 
of the committee and proved the 
most valuable submitted. 
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Gas Co. Refuses to Lower Its 
Rates 


Boston, Mass. — Request by 
Mayor Curley for lower gas rates 
during the fuel emergency has 
been. refused by the Boston Con- 
solidated Gas Company, President 
D. D.. Barnum writing as follows: 

My Dear Sir—Your letter dated 
Aug..23 was received at this office 
Saturday, Aug. 26, and would have 
been answered before this had I 
not been out of town. Your com- 
munication has been given careful 
and serious consideration. The offi- 
cers and directors of this company 
are in entire sympathy with you in 
your desire to obtain relief for the 
people of Boston in the present 
emergency, and will do everything 
possible to furnish gas as a fuel. 

We have been aware for some 
time past of the emergency that 
would probably arise this fall and 
winter in regard to fuel. Extra 
apparatus and emergency plans 
have been gotten ready in order to 
produce the maximum of gas. Ar- 
rangements for supplying them 
with fuel have been made and fa- 
cilities for taking care of a large 
extra demand have been provided. 
We have made arrangemnts 
whereby we are reasonably well 
assured of raw materials. Our ca- 
pacities in regard to generating, 
purifying, storing and distributing 
will undoubtedly be taxed to the 
limit, but everything that we can 
think of that will be necessary to 
meet the demand for gas this fall 
and winter has been done. We have 
a large force of trained men ready 
to install and take care of appli- 
ances, and we have provided an ex- 
tra stock of heaters and cooking 
stoves which we think will be re- 
quired. 

These preparations have cost a 
considerableamount of money. The 
increased price of fuel will be an 
added expense. The operation of 
emergency plants and apparatus 
will also undoubtedly increase our 
costs. These items together with 
the present rate of wages, make it 
impossible for us at this time to de- 
crease the price of gas. 





Increases Domestic Load 


Marlboro, Mass.—The Marl- 
boro-Hudson Gas Company is pip- 
ing sixty-five new dwelling houses 
for the American Woolen Com- 
pany at Maynard. 


Consolidated Gas 


Selling at 14034, a new high since 
1916, Consolidated Gas is attracting 
considerable attention, says the Bos- 
ton News Bureau. There has been 
no change in company’s plans from 
that outlined here, though present 
strength in stock is bringing an out- 
cropping of rumors. 

One of these is that there will be 
a melon paid shareholders by distrib- 
uting about $20,000,000 excess funds 
collected above 80-cent rate while the 
company had under way litigation 
which finally resulted in the Supreme 
Court declaring the 80-cent gas law 
confiscatory. 

Such a procedure is impossible. 
These excess funds, as such, do not 
exist. Under permission of the 
courts the Consolidated Gas used this 
money when collected to provide 
needed additions to plant facilities 
In lieu of impounding cash, it filed 
surety and Liberty bonds, so that 
when the case was finally decided 
there was but a small amount of cash 
and Liberty bonds impounded, which 
was refunded and the surety bonds 
canceled. The stockholdehs benefite< 
from higher rates collected durin~ 
litigation by increased equity in larg- 
er plant investment. 

Consolidated Gas stock is advanc- 
ing because of big earnings on $400,- 
000,000 plant investment represented 
by about $145,000,000 of securities. 
Stockholders should receive this fall 
a new no par value stock in ratio of 
two new shares for one old, with new 
stock going on at least a $5 annual 
basis. 

This would be equivalent to a $10 
annual rate on present stock, con- 
trasted with current $8 rate and $7 
rate earlier this year. 

The plan of the management all 
along has been to have the simplest 
capital structure possible, and by the 
close of 1922 the company will have 
outstanding but one capital obligation 
—i. e., its capital stock. 

The $25,000,000 convertible bonds 
were called for redemption Sept. 1. 
The convertible feature of these 
bonds expired Aug. 1 last, and all 
bonds were exchanged for stock on 
a par-for-par basis. 

The Consolidated has $20,000,000 
one-year notes due Dec. 1 next. These 
will be met at maturity, and the plan 
under consideration is to sell stock to 
consumers as was done by the New 
York Telephone Company. Employ- 
ees also are likely to receive subscrip- 
tion privileges. 

Earnings of the Consolidated Gas 


system this year will be the largest in 
its history. Both gas and electric de- 
partments are earning more than ever 
before, and for the first time in years 


.the gross and net of the gas depart- 


ment will at least equal that of t! 
electric department. This is because 
the company is collecting $1.25 a 
thousand for gas, against 80 cents 
under the State law enacted in 1906. 

The coal strike will largely in- 
crease gas sales this winter. With the 
first approach of “coal weather,” 
householders will turn to gas for 
heating, as indicated by sales of ap- 
pliances. Coal is not only expensive 
but scarce. As on all previous occa- 
sions, the management has had fcre- 
sight and has provided for a suffi- 
cient coal supply. 





Installing Tar Extractor 

The Consolidated Gas, Electric 
Light & Power Company, of Balti- 
more, Md., has placed order with the 
U. G. I. Contracting Company, of 
Philadelphia, Pa., for two U. G. I. 
tar extractors, each having a capacity 
of 6,000,000 cu. ft. per day. The 
latter company has also received or- 
ders to install two similar tar ex- 
tractors at the Langsdale Avenue 
plant of the Citizens Gas Company, 
of Indianapolis, Ind., and one tar ex- 
tractor of 4,500,000 cu. ft. capacity 
at its Prospect Street plant. 





J. A. Frost on Vacation 

Rockland, Me.—J. A. Frost, 
superintendent of the Attleboro 
Gas Works, is back in Rockland 
for a short visit. Rockland was 
his boyhood home. He is accom- 
panied by his wife and father, for- 
mer superintendent of the local 
works. Frost’s summer cottage at 
North Haven will be his stopping 
place for the remainder of his va- 
cation. 





Has Coal Supply 
Pittsfield, Mass.—The Pittsfield 
Coal Gas Company has sufficient 
coal to last until Nov. 15, and the 
Pittsfield Electric Company has a 
three months’ supply. 


Gas Company Pays Town Tax 


Hudson, Mass.—The list of cor- 
porations paying more than $1,000 
in taxes as announced by the 
board of assessors includes Marl- 
boro-Hudson Gas Company, $1,- 
255.80; General Electric Company, 
$3,650.79. The tax rate for 1922 
is $29.90. 
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Protect Your Lighting Business 


YOU CANNOT AFFORD TO SELL 

A FIXTURE THAT DOES NOT 

COMBINE ALL THESE FEATURES 

THAT PROTECT BOTH YOU AND 
YOUR CUSTOMER 





Into the manufactue of a lighting fixture must go the great- 
est possible skill and care, and the highest grade of materials. 
More than that, the manufacturer must know the limits of 
safety. He must first protect you by insuring the absolute 
satisfaction and safety of your customer. 


Welsbach. 


SEMI-INDIRECT 
LIGHTING FIXTURES 


are the development of a company that has devoted its life 
to the manufacture of gas appliances that meet the highest 
ideal. Only in Welsbach Fixtures will you find those features 
that assure the protection of you and your consumer. 


All mantles break sooner or later, and unless the bowl is 
protected by a mica baffle under the mantles, you are run- 
: . ning the risk of seriously injuring one of your consumers. 
combustion are so directed that they Welsbach Semi-Indirect Fixtures are all equipped with this 
spread out between the chains and do feature. The burner we use, designed to give most light on 
not discolor the metal work or ceiling. the least consumption of gas, is equipped with a metal hood 
Lower mica baffle catches fragments This. hood, another exclusive Welsbach feature, directs out- 
of mantles when they break, prevent- ward and dissipates the products of combustion, preserving 
ing them reaching and breaking bow! the finish of the metal work and eliminating danger of ceil- 
The design of by-pass cock makcs it ing discoloration. 

possible to ignite and turn out gas 
with a single chain. 


Illustration shows fixture with bowl 
removed. Notice.how the products of 


These features that seem so small are of vital importance to 
the gas company that is endeavoring to hold and increase its 
lighting business. 


We feel our responsibility to the consumer so keenly that we 
would not think of giving him anything less than the best we : 
can make. Your association with the consumer is more inti- etenir legit ep d 
mate than ours. He relies on your word. You are deceiving mantles, and upper The 
him.and ruining the future of your lighting business if you low er baffles. Th 
give him anything but the best. scientifi Pee 
scien c mcs, - 
We are now arranging campaigns for gas companies a YR te structed to give longest 
throughout the United States. We will be glad to < and most cficient ser- 
arrange one for you. A letter from you will bring vice. ; 

one of our representatives to explain details. 


WELSBACH COMPANY 


Room 103, Gloucester, N. J. 


Member American Gas Associatior 





: 
; LIGHTING FIXTURES 5 


} GAS MANTLES GAS HEATERS 
, Te ot ES ee et PRODUCTS} 








eer 






















































RE a AT La a eae 























oe ere ene annie 








AMERICAN GAS JOURNAL 





September 30, 1922 





Increased Earnings Reflected 
in Prices of Stocks of 
Public Utilities 


Boston, Mass.—Public utilities are 
maintaining their popularity with in- 
vestors. During the war this class of 
securities fared poorly because the 
margin of profit tended to decrease 
as costs of operation encroached 
upon earning power. In fact, during 
the peak of prosperity there were 
few important public utilities in the 
country that presented favorable in- 
come accounts. 

During a period of inflation, pub- 
lic utilities find operating costs 
mounting, with no increase in rates, 
and a demand for new equipment 
and extensions in conjunction with 
onerous interest rates because of the 
keen competition for capital. At 
present, with decreasing costs and 
increasing demand for the service of- 
fered, the margin of profit is also 
increasing. With easy money con- 
ditions, public utilities are now able 
to secure credit upon favorable 
terms. 

Gas and electric companies, espe- 
cially those utilizing water-power 
and those where labor costs, although 
always small, are now greatly below 
the war peaks, are able to show 
greatly augmented profits with the 
increased demand brought about by 
the incoming industrial tide and the 
general pick-up in business in the 
larger industrial centers. 


The better earnings and divi- 
dend increases in several instances 
have caused an increased demand 
for this class of stocks and concur- 
rently higher market quotations. 
Another factor that stimulates the 
purchase of these stocks is the pub- 
lic realization following Supreme 
Court dictum that utilities are en- 
titled to a fair return on the capital 
invested. 

Representative stocks, their re- 
cent highs, 1921 lows and points 
advance follow: 


Ne err rae 
Brooklyn Edison ............... 
Brooklyn Union Gas............ 
Consolidated Gas of Baltimore... 


Consolidated Gas of New York.. 
Columbia Gas & Electric........ 
SRNOE TSUN © oss kc bse canesnns 
ee ee ee 
Massachusetts Gas ............. 
North American Company...... 
ED: 6 sicbattin as «0,00 caake 
Philadelphia Company ......... 


Vote to Sell Gas Works 


Santa Ana, Cal—Residents of 
Newport Beach were discussing a 
resolution passed by the board of 
trustees to sell the municipal gas 
works and equipment. 

The resolution amounts only to 
an expression of intention to dis- 
pose of the plant. A city election 
must be held before the trustees 
have power to make the sale to the 
highest bidder. 

It is understood that the funds 
received, should the sale be made, 
will be used to reimburse the trea- 
sury for the purchase and to buy 
outstanding bonds on the plant. At 
least forty-seven days must expire 
before the transaction may be com- 
pleted. 

Ordinance No. 215, regulating 
the position of garbage to recep- 
tacles assigned for that purpose, 
was passed. 





Rate Reduction Pending 


Petersburg, Va.—The State Cor- 
poration Commission has not yet 
handed down any decision relative 
to the request of the Petersburg 
Gas Company for an extension of 
time for the new rate of $1.75, as 
ordered by the commission to go 
into effect Sept. 1. The gas com- 
pany is still charging $2 per thou- 
sand, as it was pending the rehear- 
ing of the case. 

City Manager Brownlow said 
last night that he had expected to 
hear from the commission very 
shortly and it was not known 
whether the new rate of $1.75 
would be credited on the October 
bills or not. 

The $1.75 rate was scheduled to 
go into effect on Sept. 1, but owing 
to the company’s request for a 
modification of the time, has not 
yet gone into effect. 

While the company was charg- 
ing $2 for its gas, pending the ap- 








1922 1921 Points 

High Low Advance 
... 185 142% 42% 
w-- 1245 88 365% 
.e. 128% 51 1114 
> eee 80 40 
... 145% 114 6814 
... 114% 52 627 
pee 118% 88 3014 
.-- 94% 40 5414 
i. 8 53% 36% 
.-. 99% 32% 7% 
vee 335% 65% 
... 43% 261, 18% 


peal, there was nothing to refund 
to its customers since excess was 
consumed by the expenses of the 
rate case. The commission pre- 
ferred that the company deduct 
this now rather than make a higher 
rate for two or three years for gas. 





Rate Ballots Are Sent to 


Consumers 


Adrian, Mich.—Letters, prepared 
by the industrial committee of the 
Chamber of Commerce, explaining 
the inability of the Lenawee Coun- 
ty Gas & Electric Company to buy 
coal on the open markets and to 
continue to supply gas at the $1 
rate provided in its franchise, to- 
gether with ballots asking an ex- 
pression on a voluntary increase in 
the rate to $1.25, were being sent 
to all gas consumers in the city to- 
day. Patrons of the gas company 
are asked to return the ballots to 
the chamber committee immediate- 
ly in order that Adrian’s industries 
may not be forced to close by rea- 
son of lack of gas. 

The letter contains an explana- 
tion of the fuel shortage confront- 
ing the company, a statement of 
the meeting of factory heads, city 
officials and gas company officials 
held at the Chamber of Commerce 
building and an assurance to the 
consumer that a fair investigation 
of the gas question will be made in 
the near future. It is pointed out 
that the voluntary increase asked 
is only a temporary measure and 
designed to meet a situation that 
threatens not only a suspension of 
gas service to Adrian’s factories 
but to the private consumer as 
well. 





Ges Settlement Is Expected 
Soon 


Wilkes-Barre, Pa.—A settlement 
of the controversy between the 
Luzerne County Gas & Electric 
Company and the Public Welfare 
Association, of West Side bor- 
oughs, may come within two 
months, according to Attorney B. 
W. Davis. He represented the con- 
sumers at a hearing in the case last 
week at Harrisburg. At that time 
Colonel Holding, counsel for the 
company, declared that the com- 
pany desires a settlement of more 
than 1,000 outstanding bills aggre- 
gating $50,000 remaining unpaid. 
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Protect Your Lighting Business 






YOU CANNOT AFFORD TO. SELL 
A -FIXTURE THAT DOES NOT 
COMBINE ALL THESE FEATURES 
THAT PROTECT BOTH YOU AND 
YOUR CUSTOMER 










Into the manufacture of a lighting fixture must go the great- 
est possible skill and care, and the highest grade of materials. 
More than that, the manufacturer must know the limits of 
safety. He must first protect you by insuring the absolute 
satisfaction and safety of your customer. 


Welsbach. 


SEMI-INDIRECT 
LIGHTING FIXTURES 









are the development of a company that has devoted its life 
to the manufacture of gas appliances that meet the highest 
ideal. Only in Welsbach Fixtures will you find those features 
that assure the protection of you and your consumer. 

















All mantles break sooner or later, and unless the bowl is 


Illustration shows fixture with bowl protected by a mica baffle under the mantles, you are run- 
removed. Notice how the products of ning the risk of seriously injuring one of your consumers. 
combustion are-so directed that they Welsbach Semi-Indirect Fixtures are all equipped with this 
spread out between the chains and do feature. The burner we use, designed to give most light on 
not discolor the metal work or ceiling. the least consumption of gas, is equipped with a metal hood. 
Lower mica baffle catches fragments This hood, another exclusive Welsbach feature, directs out- 
of mantles when they break, prevent- ward and dissipates the products of combustion, preserving 
ing them reaching and breaking bowl. the finish of the metal work and eliminating danger of ceil- 
The design of by-pass cock makes it ing discoloration. 


possible to ignite and turn out gas 
with a single chain. 


These features that seem so small are of vital importance to 
the gas company that is endeavoring to hold and increase its 
lighting business. 


We feel our responsibility to the consumer so keenly that we 
would not think of giving him anything less than the best we 
can make. Your association with the consumer is more inti- 
mate than ours. He relies on your word. You are deceiving 
him and ruining the future of your lighting business if you 
give him anything but the best. 








Here are the burner, 
mantles, and upper and s 
lower baffles. The .* 
burner, designed along 
scientific lines, is con- "33 
structed to give longest *5 

and most efficient ser- = 










We are now arronging campaigns for gas companies 
throughout the United States. We will be glad to 
arrange one for you. A letter from you will bring 
one of our representatives to explain details. 


WELSBACH COMPANY 


Room 103, Gloucester, N. J. 


Member American Gas Association 
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Appliance Manufacturers 





Conducted by Business Department of American Gas Journal 


Robertshaw Thermostat 

The Robertshaw Thermostat Com- 
pany, Youngwood, Pa., has just is- 
sued Catalogue No. 4 describing the 
Robertshaw thermostat. This cata- 
logue has been prepared especially 
for the gas industry in general, and 
shows a complete line of natural and 
manufactured gas thermostats for all 
types of water heaters, garage heat- 
ers, house-heating boilers, gas-range 
ovens, etc., and describes and illus- 





trates various economical and effi- 
cient installations. 

The catalogue is a complete refer- 
ence book of automatic temperature 
controllers, and we are advised by 
the Robertshaw company that this 
book will be sent free to those who 
make the request. The catalogue is 
8 by 11 inches in size, and contains 
twenty-four pages of very carefully 
compiled thermostatic information. 
Prices are shown and each thermo- 
stat is fully described as to its con- 
struction and adaptation. Illustra- 
tions and instructions are given show- 
ing exactly how the installation of 
each type of thermostat should be 
made. 

It is interesting to note, in review- 
ing this catalogue, that the Robert- 
shaw company. also issues another 
catalogue of thermostats for indus- 
trial processes and that the company 
has been making thermostats since 
1899. This successful manufactur- 


ing record is due to the fact that the 
Robertshaw thermostat is very sim- 
ple in construction, is made strong 
and sturdy, and is absolutely prac- 
tical. It is self-contained and re- 
quires no force or element other 
than those self-developed in its op- 
eration. 

This Catalogue No. 4 is a fitting 
summary of Robertshaw experience 
in the automatic control of tempera- 
ture for domestic heating and cook- 
ing appliances, and is a book that will 
prove a decided help to those inter- 
ested in the development and proz 
ress of the gas industry. 


Hot Spray Clothes Washer 

The accompanying _ illustrations 
show the new Alden hot spray wash- 
er, which is operated entirely with 
gas. In a circular describing it the 
Alden Engineering Company states: 

“The Alden hot spray washer dif 
fers radically from the other wash- 
ing machines on the market, because 
it washes by means of pressure per- 
colation. The soapy water under the 
baffle plate, after being heated, is 
forced up through the center tube of 
the clothes container. The pressure 
thus created causes the rich, bubbly 
suds to spray and surge through the 
meshes of the fabrics in one continu- 
ous stream, dissolving the greasy 
matter and carrying away the cling- 
ing dirt. Because the clothes are 
neither agitated, rubbed nor tossed 
back and forth, the Alden washer in- 
troduces an entirely new washing ac- 
tion, eliminating any possible wear 
and tear on the clothes. 

“The hot, sudsy water passing 








throuzh the clothes steams and ster- 
ilizes the wash, leaving it undamaged 
by any violent action. There is no 





boiling of the clothes in the Alden 
washer, because the water level is 
below the clothes container and all 
the boiling takes place below the level 
of the clothes. 

“There is no other washing action 
at once so easy on clothes and so 
hard on dirt. Only about twenty to 
twenty-five minutes of such percola- 
tion is all that is required for the av- 
erage run of work. After the water 
is drained from the washer, the ac- 
tion of the heat retained by the 
clothes makes them ready for the 
rinsing water without having them 
go through the wringer. 

“Its capacity is ten 
sheets, or 12% lb. of dry 
clothes.” 

A copy of circular de- 
scribing its economy of op- 
eration, price, etc., will be 
sent on request to the Al- 
den Engineering Company, 
15 Park Row, N. Y. 
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Protect Your Lighting Business 





_ YOU CANNOT AFFORD TO SELL 
4 A FIXTURE THAT DOES NOT 
£) COMBINE ALL THESE FEATURES 
ey THAT PROTECT BOTH YOU AND 
Into the manufacture of a lighting fixture must go the great- 
est possible skill and care, and the highest grade of materials. 
More than that, the manufacturer must know the limits of 
q safety. He must first protect you by insuring the absolute 
satisfaction and safety of your customer. 
= 
y 
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BS SEMI-INDIRECT 
ve LIGHTING FIXTURES 
: are the development of a company that has devoted its life 
BS, to the manufacture of gas appliances that meet the highest 
oa ideal. Only in Welsbach Fixtures will you find those features 
Fe. that assure the protection of you and your consumer. 
ca : , All mantles break sooner or later, and unless the bowl is 
_ [lustration shows fixture with bowl protected by a mica baffle under the mantles, you are run- 
¥ removed. Notice how the products of ning the risk of seriously injuring one of your consumers. 
f combustion are so directed that they Welsbach Semi-Indirect Fixtures are all equipped with this 
J spread out between the chains and do feature. The burner we use, designed to give most light on 
‘6 not discolor the metal work or ceiling. the least consumption of gas, is equipped with a metal hood. 
h Lower mica baffle catches fragments This hood, another exclusive Welsbach feature, directs out- 
~ of mantles when they break, prevent- ward and dissipates the products of combustion, preserving 
b, ing them reaching and breaking bowl. the finish of the metal work and eliminating danger of ceil- 
; The design of by-pass cock makes it ing discoloration. 
< possible to ignite and turn out gas 
Es with a single chain. 
ad These features that seem so small are of vital importance to 
tz the gas company that is endeavoring to hold and increase its 
rat lighting business. 


. We feel our responsibility to the consumer so keenly that we 
‘ would not think of giving him anything less than the best we 
can make. Your association with the consumer is more inti- 
mate than ours. He relies on your word. You are deceiving 
him and ruining the future of your lighting business if you 






Here are the burner 
mantles, and upper and 
lower baffles. The 
burner, designed along 


a give him anything but the best. are : “ 

a. scientific lines, is con- 
b> We are now arranging campaigns for gas companies structed to give longest 
‘tg throughout the United States. We will be glad to and most efficient ser- 
ee. arrange one for you. A letter from you will bring vice. 
<% one of our representatives to' explain details. 


> WELSBACH COMPANY 


Room 103, Gloucester, N. J. 


Member American Gas Association 
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Rules for Operation of the 
Oklahoma Gas Companies 


The Oklahoma Corporation 
Commission has issued an order 
prescribing rules and standards for 
gas service. 

The rules are intended to secure 
adequate service and prevent un- 
fair charges to the public and pro- 
tect the utilities from unreasonable 
demands. The rules require that 
each utility, unless specifically re- 
lieved by the commission, shall op- 
erate its plant in safe and efficient 
condition. The rules recommend 
that all meters hereafter shall be 
installed inside the building in a 
clean, dry and safe place and that 
no meter shall be placed in coal or 
wood bins or in close proximity to 
stoves or furnaces. If it is neces- 
sary to install meters out of doors 
they shall be protected from “the 
weather by enclogé them. in 
houses specially built fdr them: 
The rules requiré-utilities to pro- 
vide meter testing equipment and 
to make regular tests of customers’ 
meters. In case of dispute between 
customers and gas companies over 
testing meters, the commission can 
make a test on request of customer. 

Each utility is to adopt some 
means of informing its customers 
as to its methods of reading meters 
and shall print information on bills 
so that the price of the gas may be 
computed from the information 
contained on the statement. 

The rules require that gas pres- 
sure to customers shall never be 
less than two ounces nor more than 
eight ounces, except as may be re- 
quired for commercial or industrial 
purposes. The rules, however, pro- 
vide that the utility must give ade- 
quate service. Utilties are also re- 
quired to maintain facilities for 
measuring the gas and to keep 
books and records within the State. 
The utility may require cash de- 
posits from all customers to guar- 
antee payment of bills. Such de- 
posits shall not exceed one-sixth of 

the estimated annual bill of the 
consumer with a minimum deposit 
of $5 in any case. The utilities are 
required to pay 5 per cent interest 
on all meter deposits. 





Smelter Gas Co. to Lay Line 


Bartlesville, Okla—The Smelter 
Gas Company of Bartlesville, 
which is owned jointly by the 
Bartlesville Zinc Company and the 
National Zinc Company, is to lay 
a six-inch gas line from this city 


into the new gas field at Okesa, six 
miles from here. Additional gas is 
required by the zinc companies in 
view of their plans to increase op- 
erating capacity of their Bartles- 
ville smelters. J. H. Surdoval, su- 
perintendent of the gas company, 
says that a period of heavy gas 
consumption is in sight. W. H. 
Gill, superintendent of the Na- 
tional Zinc Company, announces 
that the fourth block of the com- 
pany’s smelter has been made 
ready for operation and that he is 
waiting starting orders from head- 
quarters in the East. . The Bartles- 
ville smelters have been supplied 
with gas from wells nine miles 
southwest of this city, in Osage 
County. 





Hartog Aided in Campaign 


That<it was the hearty and 
wholehearted co-operation of Port- 
land that helped put over the “bath 


.a day” campaign of the phimbers’ 


association was the assurance giv- 
en members of the Portland, Ore., 
Gas Appliance Dealers’ Assotia- 
tion at their regular meeting Oct. 
4, by Charles Fullman, of the 
Charles Fullman Plumbing Com- 
pany. 

Mr. Fullman stated that out of 
50,000 booklets distributed in the 
United States during the campaign 
Portland distributed 6,000, J. H. 


. Hartog, sales manager of the Port- 


land Gas & Coke Company, attend- 
ing to the distribution himself, 
furnishing a mailing list and mail- 
ing facilities, and was instrumental 
in creating effective publicity 
through the newspapers. 

Mr. Fullman called attention to 
the fact that out of 22,500,000 


homes in the; Lnited, States .enly , 


5,000,000 are equipped with mod- 
ern plumbing and bathrooms, and 
that there is but one bathroom to 
every twenty-two persons. 

“While it was our intention of 
selling the bathing habit,” said Mr. 
Fullman in discussing the effect of 
the campaign had on the gas appli- 
ance business, “I am sure that it 
resulted in your selling more heat- 
ing appliances and Mr. Hartog 
more gas.” 

The slogan of the campaign, he 
asserted, of “A bath a day keeps 
you fit in every way,” was selected 
out of 1,296 submitted. 

Following Mr. Fullman’s talk, 
Mr. Hartog discussed the subject 
of “Underestimating a Customer’s 
Needs.” 


“Underestimating a customer’s 
requirements is a matter which is 
of greatest importance to every 
dealer in appliances who expects 
to stay in the business,” he assert- 
ed. “It is true that it may not be 
of interest to a salesman who is 
only selling gas appliances as a 
temporary job. The gas company 
is the one concern which finds out 
the results of underestimating cus- 
tomer’s requirements for the rea- 
son that the company is called up- 
on to remove the househeating me- 
ter and close the account while 
the dealer is not apt to ever hear 
of the fact that the customer has 
discontinued using the appliance.” 

Mr. Hartog went on to quote 
cases of persons becoming preju- 
diced against the use of gas be- 
cause they had.been sold by some 
overanxiotts salesman. This is par- 
ticularly the case, he pointed out, 
where the salesman has nothing 
but a floor heater to sell to take the 
place of a furnace. 

At the coti¢lusion of his talk Mr. 
Hartog requested William Kapus, 
chairman of thé meeting, to ap- 
point a committee to take up the 
proposal of appliance dealers han- 
dling space heaters on a co-opera- 
tive basis. 





Prominent Chemist Speaks 


Richard B. Moore, chief chemist 
for the United States Bureau of 
Mines who has just returned from 
a. European trip, speaking before 
the Colorado chapter of the Ameri- 
can Engineering Council, said: 

“As long as England and France 
are getting further apart there can 
be no stabilization in Europe. All 
of the nations are looking too much 
after their own interests, and po- 
litical stability is therefore de- 
pendent upon a decrease in politi- 
cal selfishness. 

“There is no unemployment in 
Germany now, but forces are ris- 
ing, and as soon as she cannot 
compete in outside markets with 
many of her products unemploy- 
ment will come and possible revo- 
lution. A crisis in German affairs 
is expected to be reached this 
winter.” 





Financial Statement 


The American Gas & Electric 
Company placed on the market $7,- 
500,000 6 per cent debenture bonds 
at 100 and interest. The issue sold 
quickly. 
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To Help You Sell 


Modern Gas Fixtures 
To Your Customers 


This twenty-four-page Welsbach booklet— 
“Today’s Idea on Lighting the Home”—with 
its attractive colored cover, is now ready for 
distribution. It contains, besides a number 
of new designs, all the representative types of 
those 


LIGHTING FIXTURES 


that have found so much favor among gas 
users the country over. Numbered among 
these are the semi-indirect fixtures that flood 
the whole room with brilliance; the types de- 
signed to take the place of dining domes; 
candle fixtures and others especially adapted 
for hallway use. 


To the Gas Company this booklet is of vital 
importance. Its distribution among your cus- 
tomers, coupled with a display of these Wels- 
bach Fixtures in your showrooms, will .do 
more than anything else to assure the future 
of your lighting business. 


The best gas light boosters are those who know and use Welsbach Fixtures. They recognize the unsur- 
passed advantage of brilliant, even light diffusion plus the eye-comforting qualities and economy of gas. 


Here are the facts. Hold your lighting business—and increase it—by telling and showing your customers 


what gas plus Welsbach Fixtures will do for their comfort. 


“Today's Idea on Lighting the Home,” the cover of 
which is shown, will be sent on request in desired quan- 
tities for distribution. Order now from our nearest 
branch. 


WELSBACH COMPANY 


Gloucester, N. J. 


Member American Gas Association 
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Conducted by Business Department of American Gas Journal 


“Pennsylvania” Armor-Frame 


Single-Roll Coal Crusher 

The Pennsylvania Crusher Com- 
pany, Philadelphia, Pa., recently 
announced a single-roll coal crush- 
er of interest to gas companies. 

The frame of the original single- 
roll crusher, made at Hollidays- 
burg, Pa., naturally followed some- 
what the line of double-roll prac- 
tice—the side frames being set on 
heavy timber foundations, without 
metal cross members, aside from 


in single-roll design, provides a 
frame fabricated from slab steel 
plates into an unbreakable unit. 

In the 18x18 in. and the 18x24 
in. sizes, in which this design is 
now available, the steel side plates 
are one inch in thickness, and are 
connected by nine steel cross mem- 
bers, all heavily hot-riveted into 
this rigid box frame. 

Bronze bushed bearings 
shouldered into the heavy 


are 
side 


plates so that the bearing bolts are 
not subjected to shear. 


the upper end and suspended at the 
lower end by means of powerful 
relief springs. The breaker plate 
tip which takes most of the wear, 
is a reversible and renewable man- 
ganese steel casting. 

The segmental roll is cast from 
high grade charcoal iron, deeply 
chilled, or from chrome steel. 

Convenient provision for ade- 
quate lubrication has been made 
by means of large steamboat type 
grease cups which can be screwed 
down without coming into close 





the shafts. Later development 
provided heavy cast iron side 
frames and cross members. The 


direct drive of the roll shaft by 
means of a large flywheel pulley 
soon gave place to the powerful 
back geared drive through counter- 
shaft and smaller pulley. For 
heavy duty the frame was made in 
one massive box section casting, 
which later was sectionalized, par- 
ticularly in the larger sizes. 

The latest development, which 
marks a fundamental improvement 


The heavy flywheel pulley which 
drives the roll through heavy cut, 
back gearing, is provided with a 
shear pin safety device, mounting 
a steel bolt in hardened bushings, 
thereby insuring full protection of 
the crusher parts against the acci- 
dental introduction of tramp iron 
with, coal. 

The breaker plate is a massive 
casting of high grade charcoal iron 
deeply chilled on the crushing sur- 
face. It is hinged in the frame at 


proximity with moving parts. 

Lhe crusher proportions are un- 
usually liberal throughout, and the 
design insures a continuous supply 
of uniformly crushed coal by af- 
fording the three safeguards—un- 
breakable steel frame, steel shear 
pin safety device and powerful re- 
lief springs—as protection against 
the heavy tramp iron encountered 
in R. O. M. bituminous coal, which 
often has proven destructive to 
crushing machinery. 
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To Help You Sell 
Modern Gas Fixtures 
To Your Customers 





This twenty-four page Welsbach booklet— 
“Today’s Idea on Lighting the Home”’— 
with its attractive colored cover, is now 
ready for distribution. It contains, besides 
a number of new designs, all the representa- 
tive types of those 


Welstach, 


LIGHTING FIXTURES 


that have found so much favor among gas 
users the country over. Numbered among 
these are the semi-direct fixtures that flood 
the whole room with brilliance; the types de- 
signed to take the place of dining domes; 
candle fixtures and others especially adapted 
for hallway use. 





To the Gas Company this booklet is of vital 
importance. Its distribution among your 
customers, coupled with a display of these 
Welsbach Fixtures in your showrooms, will 
do more than anything else to assure the 
future of your lighting business. 











The best gas light boosters are those who know and use Welsbach Fixtures. They recognize the unsur- 
passed advantage of brilliant, even light diffusion plus the eye-comforting qualities and economy of gas. 


Here are the facts. Hold your lighting business—and increase it—by telling and showing your customers 
what gas plus Welsbach Fixtures will do for their comfort. 


“Today's Idea on Lighting the Home,” the cover of 
which is shown, will be sent on request in desired quan- 
tities for distribution. Order now from our nearest 
branch. 


WELSBACH COMPANY 


Gloucester, N. J. 
Member American Gas Association 
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Conducted by Business Department of American Gas Journal 


New Line of Small Vertical 
Belt Driven Air Com- 
pressors 


The Ingersoll-Rand Company, 11 
Broadway, New York, announces 
a new line of small vertical belt 
driven air compressors known as 
Type Fifteen. In addition to the 
plain belt drive design each size is 
built as a self-contained electric mo- 
tor outfit, driven through pinion 
and internal gears, or by employ- 
ing the short belt drive arrange- 
ment. The compressing end and 
electric motor of both gear and 
short belt drive units are furnished 
mounted on a common sub-base, so 
that they are in no way dependent 
upon the foundation for correct 
alignment. 


Several noteworthy features of 
construction have been incorpo- 
rated, of which the “Constant- 
Level” Lubrication System is the 
most important. Others include 
the Constant Speed Unloader for 
plain belt drive machines ; the Cen- 
trifugal Unloader for start and stop 
control machines; and the in- 
creased size of the water reservoir 
cooling pot. 

The lubrication of small vertical 
compressors employing the en- 
closed crank case and splash sys- 
tem has often been a source of con- 
cern wherever oil in the air is a 
serious menace. The “Constant- 
Level” system used in Type Fif- 
teen Compressors automatically 
maintains a constant-level of oil, 
which insures the right amount be- 
ing distributed to all parts. 

The Constant Speed Unloader 
controls the unloading of the com- 
pressor by automatically opening 
the inlet valve when the receiver 
pressure rises above that at which 
the unloader is set to operate. 


When the receiver pressure has 
fallen a predetermined amount, the 
unloader automatically releases the 
inlet valve and allows the com- 
pressor to return to work and thus 
build up the 
again. 


receiver pressure 





The smallest size is built with 
either ribbed cylinder for air cool- 
ing, where the service is intermit- 
tent, or a water jacketed cylinder 
of the reservoir type for constant 
service. All other sizes are only 
built with the water jacket of the 
reservoir type. The size of these 
reservoir pots is very generous, and 
one filling will be found sufficient 
for long periods of operation. 

A descriptive bulletin has been 
issued on these compressors which 
describes in detail all their fea- 
tures, including others not men- 
tioned above. Copy can be secured 
on request. 





Ray-Glo Bathroom Heater 


The J. H. Grayson Mfg. Co., 
Athens, O., makers of room gas 
heaters, recently added to their line 
a bathroom heater, cut of which is 
shown herewith. 





They state that: “The Ray-Glo 
engineers were the first to take a 
chance in developing a radiant 
heater to fit in a wall, secured to 
the studding. The first Ray-Glo 
bathroom heater was safe from the 
layman’s point of view, but it was 
not within the specifications of the 
National Board of Fire Under- 
writers. 

“The Ray-Glo engineers, having 
discussed the subject with inspec- 
tors from the Underwriters, and 
being armed with a copy of their 
specifications on heat limitation, set 


out to develop, not only the first 
radiant heater for bathroom walls, 
with a new heat resisting construc- 
tion; but to build one that would 
be within the maximum heat tem- 
perature allowed by the Under- 
writers, on the walls and studding 
adjacent to the heater. 

“A ‘dummy’ wall was built in 
factory’s experimental department, 
and after exhaustive experiments 
and tests, with no less than twelve 
thermometers placed around the 
outer frame of the heater, and in 
holes bored in, giving the correct 
temperature of the studding. After 
burning, on test, for weeks, with 
pressure as high as six ounces, the 
highest temperature recorded (of 
which twenty-four tests were made) 
was well within the specifications of 
the National Board of Fire Under- 
writers. 

“The result is—pure, radiant heat 
in the bathroom, with no odor, with 
the air pure for breathing, and from 
a design to harmonize with the 
beautiful bathroom fixtures.” 





New Kopper Ovens in Bir- 
mingham 
Birmingham, Ala.—A_ $1,500,000 
new plant or rather an addition to 
one already successful, representing 
that outlay of new capital, went into 
operation this week, when gas was 
turned into the 25 new Kopper ovens 
of the Alabama By-Product Corpo- 

ration at Tarrant City. 

Work was begun in July. Dis- 
patch in construction is believed to 
have established a new record. The 
additional ovens add 50 per cent ca- 
pacity to the plant, which specializes 
in high grade coke for foundries, gas 
houses, and the like, going into 23 
states. 

The next expansion of*the com- 
pany will be the immediate construc- 
tion of its 12-inch gas main into the 
heart of East Birmingham, to pro- 
vide important industries there with 
gas for fuel purposes. These plants 
will tie on as soon as the main is 
completed, which will be about 90 
days. 
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To Help You Sell 


Modern Gas Fixtures 
To Your Customers 


This twenty-four page Welsbach booklet— 
“Today’s Idea on Lighting the Home”’— 
with its attractive colored: cover, is now 
ready for distribution. It contains, besides 
a number of new designs, all the representa- 
tive types of those 


Welsbach, 


LIGHTING FIXTURES 





that have found so much favor among gas 
users the country over. Numbered among 
these are the semi-direct fixtures that flood 
the whole room with brilliance; the types de- 
signed to take the place of dining domes; 
candle fixtures and others especially adapted 
for hallway use. 





To the Gas Company this booklet is of vital 
importance. Its distribution among your 
customers, coupled with a display of these 
Welsbach Fixtures in your showrooms, will 
do more than anything else to assure the 
future of your lighting business. 





The best gas light boosters are those who know and use Welsbach Fixtures. They recognize the unsur- 
passed advantage of brilliant, even light diffusion plus the eye-comforting qualities and economy of gas. 


Here are the facts. Hold your lighting business—and increase it—by telling and showing your customers 
what gas plus Welsbach Fixtures will do for their comfort. 


“Today's Idea on Lighting the Home,” the cover of 
which is shown, will be sent on request in desired quan- . 
tities for distribution. Order now from our nearest 
branch. 


WELSBACH COMPANY 


Gloucester, N. J. 


Member American Gas Association 
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Inspect New Plant of Fall 


River Gas Co. 

Fall River, Mass—The new 
plant of the Fall River Gas Works 
Company, located on the shores of 
Mt. Hope Bay, off Charles Street, 
was thrown open to inspection De- 
cember 14. Members of the city 
government, local legislators, dele- 
gations from various business and 
civic organizations and many 
prominent citizens as guests of the 
management, took part in the first 
formal inspection of the plant. 

While most people have been 
aware that a new plant for the gas 
company was underway along the 
waterfront, off Charles Street, few 
had any idea of the magnitude of 
the work. What they saw, and it 
amazed most of them, was an im- 
mense new plant for the manufac- 
ture of gas for Fall River and sur- 
rounding territory,—a plant that is 
the last word in construction of 
this sort—modern and up-to-date 
in every respect. 

Officials and employees of the 
company, acting as guides, ex- 
plained in detail to the visitors as 
the rounds of the plant were made 
the various steps in the manufac- 
ture of gas—what this immense ap- 
paratus represented, and what part 
that latest device played in this 
big business. Much of it was tech- 
nical, but even by the uninitiated it 
was apparent that Fall River now 
has within its boundaries a plant 
for the manufacture of gas compar- 
ing favorably with any similar 
plant in the country. 

The invited guests were met by 
General Superintendent J. E. Nute 
and officials and directors of the 
company upon their arrival at 12.30 
and an excellent luncheon was 
served. During the course of the 
luncheon representatives of the 
company mingled with the guests 
and pamphlets were passed out, 
containing photographs of the new 
plant and descriptive detail. Fol- 
lowing the luncheon Mr. Nute ex- 
plained that a trip about the plant 
would be made, with guides on 
hand to explain all details and an- 
swer questions. Just before start- 
ing out City Clerk John Crowther 
called for a vote of thanks to Mr. 
Nute and the management for the 
luncheon and opportunity afforded 
for the inspection and it was given 
whole heartedly. 

An hour was spent by the visi- 
tors going over every part of the 
plant. Because of the large num- 


ber present it was necessary to di- 
vide them into two groups, one 
group starting at one end of the 
plant and the other at the opposite 
end. The trip through the plant 
was very interesting and instruct- 
ive to all of the guests because of 
the insight it gave into this im- 
mense business of the making of 
gas—apart from the appreciation it 
afforded of the nature and size of 
the new plant for the manufacture 
ot gas in Fall River. 

Most of those to whom invita- 
tions had been extended were pres- 
ent, including Mayor James H. 
Kay and Mayor-Elect Edmond P. 
Talbot. 


Work Started on Harrah Gas 


Plant 

Oklahoma City, Okla.—Test pits 
were started for the foundation of 
the new gas plant at Harrah under 
the supervision of the Oklahoma 
Gas & Electric Company’s regular 
architects recently, according to 
George Davis, director of public 
relations. 

Practically all of the surveying 
has been completed and much of 
the material for the erection of the 
plant already on the ground. Some 
time is to be spent in the installa- 
tion of machinery and derricks for 
the building of the steel skeleton. 


Florence Water and Gas 
Mains to Be Mapped 


Florence, Ala.—The city commis- 
sioners at an early date will award 
a contract for the preparing of a 
map showing the location of all wa- 
ter and gas mains in Florence. Sev- 
eral prominent engineering firms 
have filed bids for the work. 

The proposed map will be in sec- 
tions and will embrace all the main 
pipe lines, connections, valves, fire 
plugs and everything connected with 
it, in such a manner as it will be easy 
to locate any desired pipe or con- 
nection without digging up an un- 
necessary amount of street or side- 
walk. 











Waterbury Company Build- 
ing Addition 

Waterbury, Conn.—Work has 
started on the construction of a 
large addition on South Leonard 
Street, for the Waterbury Gas 
Light Co. The new structure will 
be one-story high, 239 x 41 feet, to 
be used for additional plant facili- 
ties. 


Gas Reduced 9 Cents in Des 
Moines 
Believe Company Will Accept 
City Law 

Des Moines, la.—The city coun- 
cil has passed an ordinance calling 
for a reduction in rates from $1.24 
to $1.15 per 1,000 cubic feet, a 2 per 
cent tax for the city on gross re- 
ceipts, and a B. T. U. test of 560. 

Whether or not the new ordi- 
nance will be acceptable will be de- 
cided at once, according to Jansen 
Haines, president of the Des 
Moines Gas Company. The new or- 
dinance is to go into effect im- 
mediately. 

The ordinance was recommended 
by Mayor Garver. It superseded 
an ordinance proposed by Council- 
man MacVicar November 13. Mac- 
Vicar attempted to delay the pas- 
sage of the ordinance by proposing 
an amendment calling for a high 
gas pressure, but was not success- 
ful. 

One clause in the new ordinance 
provides that the rate for all gas 
used over 30,000 cubic feet each 
month, shall be $1.10 per 1,000, and 
for all gas over 50,000 cubic feet 
shall be $1 per 1,000. 

To determine the quality of the 
gas, a matter over which there has 
been much controversy, a clause 
was included which provides that a 
test of the gas shall be made at reg- 
ular intervals. If it does not con- 
tain 50 units the gas company is 
liable to a fine. 

Councilman MacVicar’s gas pres- 
sure resolution will be taken up at 
the first meeting of the council in 
April. 





Arlington Company Adds to 
Equipment 

During the next six months the 
Arlington, Mass., Gas Light Co. will 
have completed <‘l the new equip- 
ment which is being installed. A 
new oil-burning boiler and a new 
high pressure booster are being in- 
stalled at the Mystic Street works, 
together with an addition to the 
building for the booster. At the 
Grove Street works the new puri- 
fiers, new oil tank, new exhauster, 
new washer cooler, new multiple 
washer and an addition to the build- 
ing are being installed at the present 
time together with all the necessary 
piping. Plans are being made to 
construct a storage holder at Belmont 
and another at Winchester. 













SIMPLER 
STRONGER 
LASTS LONGER 
ONLY 3 PARTS 
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Introducing the — 


* CGC; e , 
PIPE WRENCH 


On the Job 


It gets into the holes and corners 
that the conventional pipe 
wrench can’t touch. Look at the 
end opening jaws. They reach 
into cramped places just like a 
pair of pliers. They grip instantly 
and independently of springs. 


ONLY THREE PARTS 
This ‘‘Little Giant’? Wrench Practically Indestructible 

° (Note teeth on both sides of jaw) 
takes hold and lets go quicker ee 
than any other wrench you ever 
used, and we can guarantee that. 


The Wrench Itself 


It has just three parts. Two powerful drop 

forged jaws and a nut, all three carefully 

heat treated. No cumbersome frame, no 

springs, no rivets. The new patented de- 

sign gives extreme streneth. (The 14 Showing the greater effective 
inch size, for example, has repeatedly swing of the ‘‘Little Giant’’ 
witlistood stresses in excess of 4700 inch Wrench when pipe is close to 

: - ; 2 wall. 

pounds— 2800 is Uncle Sam’s test. ) 

Finally, it has double the life of an ordi- 

nary wrench, because the moveable jaw 

can be engaged with teeth on both sides 

of the solid jaw. (See illustration) 


The “Little Giant’’ Wrench will be 

made in 8", 10", 14", 18", and 24" sizes. 

The three smaller sizes are now in stock 

for immediate delivery. Hundreds of users 

are daily expressing their satisfaction with 

this new wrench. The ‘‘Little Giant’’ Wrench 
Let us tell you more about it. being used in a corner. 


ENFIELD, MASS.. U.S.A. 


GT SCREW PLATES, TAPS, DIES, TWIST DRILLS 
REAMERS, GAGES, PIPE TOOLS, MACHINE TOOLS 
NEW YORK: 15 Warren 8t. CHICAGO: 13 §&. Clinton St. 
LONDON: 139 Queen Victoria St., London, E.C. 4 


CANADIAN FACTORY: Greenfield Tap & Die Corporation of 
Canada, Ltd., Galt, Ontario 





HY not judge the tank heaters you buy, by the same 
standards that govern purchases for your personal 
user 

Do you buy clothes because they are cheap or because 
they are good? 

Were the appliances in your home selected because their 
price was low or because their value was great? 

Low price in a tank heater means low-priced “cheap,” 
material; such a product commands a low price because 
of “hurry-up” manufacturing methods, a fluctuating and 
unstable merchandising policy. 

“Grief” follows in the trail of the man who buys it and the 
man who sells it. 

Value in a tank heater means a long, efficient, trouble-free 
life; minimum installation and maintenance costs; a sound 
manufacturing and sales policy. 


Satisfaction and long-distance profit follow in the trail of 
the man who buys it and the man who sells it. 


OR long-distance profit, standardize with 

Ruud, the Quality Tank Heater, designed on 

sound engineering principles, manufactured 
honestly and carefully and sold by a nationwide 
organization that is always on the ground to give 
personal service. 


Ruud has spared no detail to produce a superior tank 
heater—one that we, as manufacturers, believe to be 
the best and one that you can sell with complete 
confidence. 


Standardize with Ruud, the tank heater of time-en- 
during value. Its Quality has made it the fastest 
selling tank heater today. 


Make a ‘‘test order’’ of three or six today. 


RUUD MANUFACTURING CQO. 
Pittsburgh, Pa. 
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Quick Detachable Top 


Brass Interchangeable and 
Reversible Manifolds with 
Union Nuts. Heater Swings 
on an Axis 


Pressed Steel Spring Coil 
Lock; No Pins, Screws or 
Locknuts 


Quick Detachable Base 


Full Size Brass Gas Cock, 
Straight or Adjustable 
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Ruud Tank Heater®€r 





er. ‘ 


J & 


ter@riority at a Glance 


Double Coil, Wound with 
Reverse Grades. Inside Coil 
Tapered 


Cast Iron Flame Spreader 


Gravity Door Latch 


Burner is Machined to Fit 
Mixer. No Cotter Pins, 
Screws, etc. Holes are 
Evenly Spaced 


Mixer, Offset Friction Lock 
to Base 


Cast Iron Adjustable 
Shutter 
































Ruud Duplex 
Tank Heater Display 


Fixture 


To SELL more Ruud Tank Heaters, put 


them where more people will see them. 


Display them attractively; place them in 
the line of vision of everyone entering your 
salesrooms. 


The Ruud Duplex Display Fixture puts 
your tank heaters right in “‘line of fire,” 
giving them the prominence that is neces- 
sary to increased sales, and yet taking up 
but little floor space. 


ITS SPECIFICATIONS 


Cast iron base with finish of white 
japan. 


Center post of heavy, oxidized, seam- 
less steel tubing. 


Upper and lower heater brackets of 
cast iron with adjusting screws. Fin- 
ished in white japan. 


Display card frame and bracket of 
brass, beautifully nickel-plated and 
highly polished. 


Complete with one standard Ruud 
No. 25 Tank Heater (black japan fin- 
ish) and one standard Ruud No. 25 


Tank Heater (gray porcelain enamel 
finish). 


You can add this extra and permanent 
salesman to your force at little cost. It 
will repay you in increased interest and 
sales in tank heaters. Write for prices 
today. 


Ruud 


Manufacturing Co. 


Pittsburgh, Pa. 
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HE above copies of office correspondence and telegram tell their own story — 

a story so tremendous in importance to every seller of instantaneous auto- 

matic water heaters that we are reproducing them here. 

Not only is Hoffman offering four new automatic heaters, but they are offering 
them at the lowest retail list price ever established. And every heater is fully up to 
every Hoffman standard of quality, workmanship and efficiency. 

The water heater business is really booming for others. If you haven’t made 
it boom in your community, you can easily do so with the Hoffman line. 

See the next two pages for information concerning the new Hoffman Auto- 
matics. The third page following illustrates and describes the four larger, standard 
Hoffman Automatics. 

Read these pages— all of them— every word. Then get a letter into the first 
mail asking for prices, discounts and other facts. Make every day count in profits 
made by acting at once. 


THE HOFFMAN HEATER COMPANY 
LORAIN OHIO 


The Hoffman Heater Co. is an independent organization, not affiliated with any other heater company, paying no royalties 
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the lowest priced standard 
high quality heaters 


S usual, Hoffman anticipates the oppor- 
tunity and the demand, and now announ- 


ces four new automatic water heaters 


at lowest prices. 


The heaters here shown and described are 
the result of months of experimenting and test- 
ing and have been specially designed for the 


small home. 


They offer all the advantages of instantan- 
eous, automatic hot water to the small home 


dweller at prices previously unknown. 


They 


make possible sales which you have never before 


been able to make. 


Here is the biggest chance for money mak- 
ing that you have yet had. And remember that 
these new heaters are identical in quality and 
workmanship with the Hoffman Heaters that 
have been the popular leaders for many years. 

The heaters are right. The prices are right. 


Are you ready? 


Will you get your share of the 


business and profits now? Then get your order 


in promptly. 





OFFMAN 


No. 55 
Thermostatic Heater 


i ermostatic Water 

- ianprowes caidences, flats or 

pores ents. Has the same thermostat 

one valve equipment used on the larger 

par arn Automatic Heaters and in- 
cludes all latest improvements. 


Diameter, 124 inches; agent 
inches; shipping weight, 7 . 
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inch; flue connection, 5 inches. 
ates on 10-light gas meter. 
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Instantaneous 





Made in four sizes—3, 4, 6 and 
8 gallons of hot water per minute 
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Automatic Water Heaters 


This Famous Model 


in Four Sizes 


N addition to the four new automatics illustrated and 
I described on the two foregoing pages, we again urge 

your serious consideration of the Hoffman Standard 
Instantaneous Automatics—‘“‘the heater with 77 less parts” 
which has become so popular wherever gas is used. 


For over 17 years these heaters have proven the soundness 
of the Hoffman policy of simplicity of design, utmost quality in 


manufacture, highest type of workmanship, and greatest effi- 
ciency in use. 


Features Exclusively Hoffman 


The Hoffman Thermostatic Valve, Hoffman Burners, and 
several other important features are all original inventions, 
owned and used only by us. In no other water heater can 
you get these advantages. 


The burners, for example, are the new, improved type. 
They provide for the natural rotary motion of gas which, in 
passing through the cylindrical gauze, leaves no foreign sub- 
stances to cause burning out. 


Liberal Dealer Support 


Not only does Hoffman offer superiority in its water heat- 
ers, but it stands ready to support the dealer in a liberal and 
productive manner. We consider no transaction complete 
until the heaters have been sold and are rendering complete 
satisfaction. We go beyond that; we place a broad guarantee 
back of every heater that bears the Hoffman name. 


Hoffman dealers are prosperous because Hoffman heaters 
are easily sold and because they stay sold through the satis- 
factory service they deliver. No other policy is quite good 
enough for Hoffman—no other is good enough for our dealers. 
On that basis we confidently believe it will pay you to become 
one of the ‘“‘Hoffman Host.’” Write us about the new heaters, 
the regular automatics, our dealer service or for any other 
information. 


The Hoffman Heater Company 


LORAIN 


OHIO 











HEAT WATER WITH GAS 


THE BIG FIVE 


The Ruud Educational Exhibit, the Foremost Presentation of 
Water Heater Fundamentals to be seen at Atlantic City 


I Ruud Battleship Mechanism 


(Instantaneous Type) 


Built in a size which if adapted to a water heater would provide 
100 gallons per minute capacity. The smallest detail of con- 
struction is clearly shown. 


II Ruud Automatic Moment-Valve 
Controlled Storage System 


A complete working exhibit—under water and gas—demon- 
strating the positive and accurate control of gas at one minute 


intervals. 


Ill Ruud Automatic Water Heater Skeleton 


(Instantaneous Type) 


In complete operation under water and gas showing every de- 
tail as it functions. Every working part can be seen as it 
operates. 


IV Ruud Tank Heater 


(Analysis of Construction) 


Showing the complete cycle of manufacture from the first piece 
to the finished heater. An instructive demonstration of super- 
ior tank heater construction and assembly. 


V Ruud Automatic Water Heater Skeleton 


(Instantaneous Cottage Type) 


A skeleton under full gas and water pressure, functioning nor- 
mally but with every part in full vision, demonstrating the su- 
periority of Ruud design and construction. 


KNOW YOUR PRODUCT 





KNOW YOUR PRODUCT 


“Heat water with gas.” 
That is the imperative action for 1923. 


The automatic water heater is ranking first in the selling program of every 
forward thinking gas company. 


The automatic water heater market is greatly undersold. Its sales possibilities 
are enormous. 


Replacement selling is ata minimum. Every sale is an increased outlet for 
gas. 


Automatic water heater business for 1923 will dwarf previous records for two 
reasons: 


Organized selling effort will capture the 
unsold market. 


The automatic water heater is the logical 
instrument to increase the sale of gas. 


A Water Heater Specialization Extending 
Over a Quarter Century 


No one knows all there is to know about making or selling automatic water 
heaters. 


Twenty-five years has taught us much. Specialization has produced a water 
heater that is recognized as the world’s standard; it has perfected a selling 
organization. 


If you wish to sell more water heaters, know your product—thoroughly. Spe- 
cialization will do it; specialization will increase your sales. 


Ruud construction is basically sound because it is simple; it accomplishes in 
a direct way that which is to be done. 


Study Ruud construction and you can sell Ruud construction. Study Ruud 
service and you can sell Ruud service. 


Ruud Manufacturing Company 
Pittsburgh, Pennsylvania 
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A cordial welcome awaits every convention visitor at the HOFFMAN exhibit. We feel sure 
you will find HOFFMAN Water Heaters sufficiently interesting— especially the new models—to 
merit a visit. Note the following pages for a brief outline of our most recent models as well as of 
the HOFFMAN Instantaneous Automatic Water Heater. Then come and see us—Booth in 
Covered Arcade. 
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[[OFFMAN 


Automatic Domestic Storage Systems 


The above hot water system is made in 20, 40 and 66 gallon sizes and has, through its efficiency 
and exclusive features, won the approval of both dealers and users. The HOFFMAN Flow Line 
Control has proved itself one of the greatest hot water heater improvements. As shown in the 
illustration above, this is but one of the superior features of the HOFFMAN system. 
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No. 55 Automatic, Thermostatic Heater 
Capacity 2) gallons hot water per minute 
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No. 70 Automatic Standard Pressure Valve Heater 
Capacity 3 gallons hot water per minute 
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the lowest priced standard 
high quality heaters 


S usual, Hoffman anticipates the oppor- 
tunity and the demand, and now announ- 


ces four new automatic water heaters 
at lowest prices. 

The heaters here shown and described are 
the result of months of experimenting and test- 
ing and have been specially designed for the 
small home. 

They offer all the advantages of instantan- 
eous, automatic hot water to the small home 
dweller at prices previously unknown. They 
make possible sales which you have never before 
been able to make. 

Here is the biggest chance for money mak- 
ing that you have yet had. And remember that 
these new heaters are identical in quality and 
workmanship with the Hoffman Heaters that 
have been the popular leaders for many years. 

The heaters are right. The prices are right. 
Are you ready? Will you get your share of the 
business and profits now? Then get your order 
in promptly. 
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Instantaneous Automatic Water Heaters 


This Famous Model 
in Four Sizes 


N addition to the four new automatics illustrated and 
I described on the two foregoing pages, we again urge 

your serious consideration of the Hoffman Standard 
Instantaneous Automatics—‘‘the heater with 77 less parts’’ 
which has become so popular wherever gas is used. 


| For over 17 years these heaters have proven the soundness 
| of the Hoffman policy of simplicity of design, utmost quality in 
. manufacture, highest type of workmanship, and greatest effi- 
ciency in use. 





Features Exclusively Hoffman 


The Hoffman Thermostatic Valve, Hoffman Burners, and 

several other important features are all original inventions, 

owned and used only by us. In no other water heater can 
| you get these advantages. 


Seite ot hes etees et ete The burners, for example, are the new, improved type. 


They provide for the natural rotary motion of gas which, in 
passing through the cylindrical gauze, leaves no foreign sub- 
i re stances to cause burning out. 


Liberal Dealer Support 


Not only does Hoffman offer superiority in its water heat- 
| <<— ers, but it stands ready to support the dealer in a liberal and 
- productive manner. We consider no transaction complete 
until the heaters have been sold and are rendering complete 
: satisfaction. We go beyond that : we place a broad guarantee 
| | Ss back of every heater that bears the Hoffman name. 


i | = Hoffman dealers are prosperous because Hoffman heaters 
’ are easily sold and because they stay sold through the satis- 
factory service they deliver. No other policy is quite good 
enough for Hoffman—no other is good enough for our dealers. 
On that basis we confidently believe it will pay you to become 
. one of the “‘Hoffman Host.’”’ Write us about the new heaters, 
the regular automatics, our dealer service or for any other 
information. 


The Hoffman Heater Company 


| LORAIN OHIO 


The Hoffman Heater Co. is an independent organization, not affiliated with any other heater company, paying no royalties 
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COAL AND COKE-HANDLING 
EQUIPMENT 


Here are some of the advantages of the HUNT 
Noiseless Pivoted Bucket Conveyor for Handling 
Coal, Ashes, Coke, Etc. : 


1. Moves slowly, as the capacity of the conveyor is 
regulated by the size of the bucket and not by the 
speed of the chain. 


2. Changes in pitch do not affect smoothness of drive. 


3. The operation is CONTINUOUS, SMOOTH and 
NOISELESS. 


4. It is, also, a remarkably efficient conveyor—a re- 
markably economical conveyor. And best, and most 
important of all, on account of its value as a labor 
aider, it is an investment value of the highest grade. 





C. W. HUNT CO., Inc., West New Brighton, N. Y. 





Phillips, Lang & Co., Inc. Ernest F. Learned 
538 S. Dearborn St., Chicago, Il 141 Milk St., Boston 9, Mass 


HOUSE—COAL AND ASHES HAN®?LED BY HUNT PIVOTED BUCKET CONVEYOR 
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TWO VIEWS of a KENNEDY INCANDESCENT 


the only difference is that on one the bracket arms 
are convex and on the other they are concave 























Number 505 
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Number 506 











VM. 





“THUS by merely 
BS shifting position 
of the two brackets 
your consumer can 
have the choice of 
two heaters from one. 
Arranged as in No. 
505 the heater fits into 
fireplace of less width 
than that required by 
No. 506. This is of 
particular value 
should your con- 
sumer desire to 
change the heater 
from one room to 
another, or from one 
home to another. 





-KENNEDY-TOOMBS, Inc. 
Dept. A, 126 11th Ave., New York City 


Pacific Coast Sales Representative: 
The T. S. Arrowsmith Co., 180 New Montgomery St., San Francisco, Cal. 


We 
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‘*The heater of perfect service and adaptability”’ 
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VIEW OF CONDENSERS VIEW OF STILLS 


Do You Sell Your Tar 


or Give It Away? 





O you give it away for a few cents a gallon, or do you seli 


it for what it’s worth to the road builder? 


You don’t 


give it away if you have Hird’s Patent Continuous Distilla- 


tion Plant in operation. 


Prepared Tar may be produced by this Plant that meets 
the specifications, prepared by the various State and City au- 
thorities, of Tar for road purposes. It can be sold for many 


times its worth in the raw state. 


Why should gas companies lose these profits? 


Particu- 


larly in these days. The Hird Patent Plant produces other 
valuable by-products at the same time and in the same proc- 


ess. You should not miss a chance to investigate. 


The Hird Patent Plant is remarkable for economy of space, 
labor ard fuel. No fumes, low temperatures, uniform prod- 
ucts, continuous and automatic operation, low upkeep and 


complete satisfaction. 


We will gladly send detailed information 


The American Chemical Machinery Co. 


Delaware Ave. and Reaney St. 


Chester, Pa. 
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A Junior SMOOTHTOP 


All the great cooking advantages and utility of the SMOOTHTOP are embodied in this 
compact gas range. It has a closed top heated by two regular burners in front and one junior 


burner in center for simmering purposes. 


The heat is retained by this closed top so that two or more vessels can be heated by a 


single burner. 


It saves gas, it saves work. The smooth surface is as easy to clean as a table top. 


Has a duplex oven fitted with a safety device. 
It will bake and broil as well as any cabinet range. 


Equipped with white enamel high shelf, door panel and broiler tt Black japan body 


finish. White legs. 
The Price is Interesting. 


DIMENSIONS 
Wide Deep High 
Cooking top ............. a7," = 17” 36” 
Oven and Broiler......... 18” 1214” 12” 
ee 281" 22” 


Vulcan Smoothtop Compact Cabinet Gas Ranges 


WM. M. CRANE CO.,16-20 W. 32nd St., New York City 


Pacific Coast Distributor: 
Northwest Gas & Electric Equipment Company, Portland, Ore. 


Branch Offices: San Francisco, Los Angeles, Seattle 
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Another New One in the Magee Electric Family 


Indications go to prove this will be a remarkable seller 





MAGEE 


Mad 


A 4 Electric and 14 Gas Cab- 
inet Range a Little Over 
Four Feet Long That Offers 
Extraordinary Cooking Con- 
veniences. An Ideal Combi- 
nation, Economical! and 
Effective. 





FURNISHED IN EBONY BLACK OR GRAY PORCELA FINISH 


The Magee ElectriGas Uses the Two Fuels, 


Electricity and Artificial or Natural Gas, in a 
Manner in Which Each of These Fuels Excel 


The ELECTRIC half includes: 


An Electric Oven or Insulated Fireless 
Cooker, 18x18x14, an Electric Broiler, 
and an Outlet Receptacle for Washing 
Machine, Flat-Iron, etc. ‘These Are 
Operated in Front from Our Cool 
(Pat.) Switch-Board. The Equipment 
is “Edison” Standard Throughou: the 
Country. 


The GAS half includes: 


Five Gas Burners, Which Are Lighted 
Automatically—Just Press the Button. 
For Boiling and All Cooking in Pots 
and Pans, Gas is a Most Desirahle Fuel 
as it is Instantaneous. The Gas Table 
as well as the Oven can be used in 
Either Right or Left Hand Position. 


. The Most Remarkable Range Since the Introduction of the Magee ElectriCoal 


Write us for full information and territory rights. 


MAGEE FURNACE COMPANY 


38 Union Street, Boston, Mass. 
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Welsbach Gas Heaters to Meet an 












Ever-Increasing Demand 


HE six Welsbach Gas Heaters in their 
various finishes constitute a heater line 
which meets every possible supplemen- 

tary heating need 


Two distinct new models and improvements 
adding to the convenience and efficiency of our 
present models make the Welsbach heaters the 
most popular on the market. 


Put in a complete supply of these unique 
heaters for your fall business. Past success 
and the prestige of the Welsbach name are 
guarantees of their appeal to your customers. 


Do not place you orders for the 1922 
season until you have seen the complete 
line of Welsbach Heaters. 


LEVON: 
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No. 29 
An eight glower fireplace heater in oxidized 
brass or oxidized copper. Copper reflector 
and automatic lighter. 


WELSBACH COMPANY 


Room 103, Gloucester, N. J. 


Member American Gas Association 






LIGHTING FIXTURES 
GAS MANTLES’ GAS HEATERS 


eer oe a aaa 





No. 23B 
An eight glower heater with copper re- 
flector and automatic lighter. A fireplace 


type in three finishes. 





No. 27 
A ten glower model built for use 
where space in the fireplace is lim- 
ited. Black and verde finish. 
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HIGH PRESSURE GOVERNORS 


This type of FULTON DUPLEX SENSITIVE GAS 
GOVERNOR is specially adapted to meet all the require- 
ments where the HIGH PRESSURE system is used. 


The power to operate this governor is derived from two dia- 
phragms of equal area, moving in opposite direction, but 
transmitting their power in the same direction. The lower 
or primary diaphragm is connected to, and exerts its power 
directly to, the main valve stem. The upper or secondary 
diaphragm is connected to, and exerts its power directly to 
the main lever at such a distance from its fulcrum as to 
multiply it several times, thus practically increasing the dia- 
phragm surface four or five times, and increasing the power 
of the governor to control the valves to that extent. 





Send for our 52-page illustrated catalog. Over 30 years 
making Gas Regulators. 














The Chaplin-Fulton Manufacturing Company 
PITTSBURGH, PENNA. 
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Lundale Mines 
a Located 
Philadelph ia I ee a 
Pa. 


COMPANY “= 


Union Central Building, CincinnA71, Ono. 
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Think of Parker-Russell First When You Think of 


COAL GAS BENCHES 





A Battery of Designed and 





Coal Gas Erected by the 
Benches at Parker - Russell 
Macon, Ga. Co. 








THE PARKER-RUSSELL COMPANY 


LACLEDE GAS BLDG. 
Builders of Complete Coal Carbonization Plants 


ST. LOUIS, MO- 











NYE DIES 


Bite right in and go right through! 


Like a boy on a piece of pie— Have the capacity of the boy— 


Like a bulldog on a pair of pants— The tenacity of the dog— 


Like a fly on a bald head— 
NYE DIES 


The voracity of the fly. 
NYE DIES 





Have features no other die has. 
NYE THE DIE MAN 
Pipe Die Maker to 
Those Who Know 


The skip-tooth feature, for instance. 
There is no other just like it. 


NYE DIES 


Are made by die specialists 

Who don’t make anything else— 
And nobody else 

Makes anything as good. 


—HARRY G. NYE. 


THE NYE TOOL AND MACHINE WORKS 


108-128 No. Jefferson St. 


Nye Cutter Wheel 
Made to fit all standard 
makes of pipe cutters; 
fully warranted. 





CHICAGO ILLINOIS 


Nye Solid Die 
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ISBELL-PORTER COMPANY 


Machinists, Founders & Contracting Engineers 
Newark, N. J. 

















CHARGING AND DISCHARGING MA- 
CHINES: 
¥or through retorts. 
COAL GAS BENCHES: 
With horizontal retorts. 
WOODALL-DUCKHAM SYSTEM: 
Of continuous carbonization in vertical 
retorts. 
MACKENZIE EXHAUSTERS: 
Arranged for either motor drive or direct 
connected to vertical steam 
EXHAUSTER GOVERNORS AND COM- 
PENSATORS 
PRIMARY AND SECONDARY CON- 
DENSERS 


Products 


ISBELL ALL IRON VALVES 
CAST IRON TUBE CONDENSERS: 
For salt water 
SHAVING SCRUBBERS AND P AND A 
TAR EXTRACTORS: 
For water gas. 
ROTARY AMMONIA SCRUBBERS: 
For coal gas. 
PURIFIER BOXES: 
Of cast iron or steel for single, double or 
triple flow. 
STREET GOVERNORS 
UNGER AMMONIA CONCENTRATORS 
AND SULPHATE PLANTS 
CAST IRON SPECIALS 






























HORIZONTAL GAS OVENS 





Unusual in Improvements 


Hidden under the evident practicality and 
economy of Improved Horizontal Gas Ovens 
are many remarkable features which add im- 
measurably to their wearing qualities and 
permanence, and to the better results that 
they yield. You can anticipate these features 
—increased gas yield, increased capacity per 
sq. ft. ground area, low labor cost, low main- 
tenance cost, low fuel consumption, superior 
coke simplicity of operation and moderate 
first cost. You can find out more about IM- 
PROVED HORIZONTAL GAS OVENS by 


writing a card to us 


THE IMPROVED EQUIPMENT CO. 
24 State Street New York City 


Engineers and Builders 


Member of American Gas Association 
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The First Thing to 
Look For in a 


Gas Iron 


It isn’t appearance—it isn’t design— 
it isn’t selling features. 


It isn’t even the material that it is 
manufactured of. 


It is a little word spelled out in raised 
letters on the top of the iron, and it 
spells “IMPERIAL.” 


Find this and you will be assured of 
fine appearance, perfect and practical 
design, a great many easy selling fea- 
tures, and above all the very best of 
material put into its construction from 
tubing and steel to handle and burners. 


You want a gas iron that will not 
“flare up” and burn the clothes, that is 
odorless, that heats the bottom first 
and not the sides, that will stand the 
hardest usage and almost never comes 
back for repairs. Then, by all means 
choose your gas iron by the little word 
spelled out on the top of the iron— 
IMPERIAL. Imperial Gas Irons are 
sold through the best dealers only. 


GENERAL SPECIALTY CO. 


455 Eleventh Avenue 
New York City 


The Imperial Gas Iron has been known as the Humphrey 
Iron to the Gas Industry, and embodies, with additional im- 
provements, ‘all the features which made the latter such an 
outstanding success. 

















HERE IT STANDS! 




















One of the 116 Now Operating 
— With Eleven Years of 
Success Behind it | 


THE U. GI. | 


- AUTOMATIC 
- CONTROL 


The result of original study 
and research work. 


It took BRAINS to de- 
velop automatic operation 
of water gas apparatus, and 
these were furnished by 


THE U. G.I. 
CONTRACTING CO. 


Broad and Arch Sts., Philadelphia 


928 Union Arcade, Pittsburgh 
335 Peoples Gas Bldg., Chicago 





Member American Gas Association 


























16 


AMERICAN GAS JOURNAL 


July 1, 1922 











HERE IS HOW YOU BUY 


ELEVATORS 


THE OTHER FELLOW’S 
WAY 

No particular guarantee of 
performance. 

Materials shall be so and 
£0. 

Parts of such and such size. 
TERMS:— 

Payments are to be made 
as follows :— 

One-halt upon shipment of 
engine. 

One-qui-=ter when the en- 
gine is in permanent posi- 
tion. 

One-quarter when the ele- 
vator is in complete running 
order. 

Pst! (Playin’ safe!) 


THE RIDGWAY GUAR- 
ANTEE 

1. Goes at virtually no cost. 

2. Absolutely Fool-proof. 

3. Stops accuratelyat floors. 

4. No repairs. 

5. Always goes if the boil- 
er don’t bust. 

6. Goes when engine shuts 
down. 

7.Goes at any speed you 
like. 

TERMS:— 

NOT ONE SINGLE, 
SOLITARY CENT TO BE 
PAID 

UNTIL THE RIDGWAY 
ELEVATOR MAKES 
GOOD THE ABOVE 
GUARANTEE 


If the above comparison gets into your system you will un- 
derstand why the best concerns all over the land except those 


run by “DEAD ONES” 


ARE BEATING A PATH TO THE RIDGWAY DOOR 
and hollering in at the winder and through the keyhole, “We 


“*Hook ’er to the Biler’’ 


want to 











Direct Acting 
OVER 3,000 
IN DAILY USE 

















CRAIG RIDGWAY & SONS, 


Elevator Makers to Folks Who Know 


Coatesville, Pa. 
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LUDLOW GAS VALVES 



















Valve Manufacturing Company 
TROY, N.Y. ; 

2 Geld Senet Otne Daldieg Harrison Bailing 

mockery First Nat Book Building) R.A Lang Bl 


NO ross LOSS 


With Test Tubes 


because you can determine and 
locate leaks with 


SURETY 
Send for Circular 69 


The LUDLOW 















Davis & Farnum 
Manufacturing Co. 
Waltham’ - ‘i ‘ 


GASHOLDERS 
Steel Tanks for All Purposes 


Machinery for Coal and 
Water Gas Works 


Cast Iron Pipe and Fittings 


For Water, Gas, Sewage, Drains, 











Culverts, etc. ‘ 
Flange Pipe and Fittings. Specials 
Heavy Castings in Loam and Dry Sand 





Power House Piping and 
Special Fittings 


Semi-Steel Castings 


Member American Gas Association 
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1? 
AE INDUSTRIAL FURNACES 
cientifically Th 4 2 . Maximum 
Designed ese and many other features are what Surface Combustion Furnaces offer. Output 
ps Advise us as to your requirements and we will submit specifications and prices. x. 
. Uniform THE s URFACE CoO = Bri = 
emperature COMBUSTION e Contro 
Substantially INDUSTRIAL FURNACE ENGINEERS AND MANUFACTURERS Minimum 
Constructed General Offices and Works: Fuel Cost 
Gerard Ave. and 143d Street, Bronx, New York City, N. Y. 
PHILADELPHIA PITTSBURGH CHICAGO 
"THE Needham System has practically and commercially solved the problem of high 
pressure gas as an industrial fuel. Our catalogue has full details. Write for it 
today. 
THE NEEDHAM GAS APPLIANCE COMPANY, Inc. 
41 BROOK AVE. PASSAIC, N. J. 
JNO. DELL, Pres. and Gen. Mgr. Established 1882 


MISSOURI FIRE BRICK CO. 


ST. LOUIS, MO. 
Manufacturers, Designers and Constructors of Gas Benches 


With Either Clay or Silica Retorts 
Checker Brick and Water Gas Linings 











THE WESTMORELAND COAL COMPANY 


CHARTERED 1854 


Mines Situated cn the Penusylvania and the Baltimore and Ohio Railroads, 
in Westmoreland County, Pa. 
POINTS OF SHIPMENT: PHILADELPHIA, BALTIMORE, SOUTH AMBOY, N. J. 


Since the commencement of operations by this Company its well-known Coal has been largely used by the Gas Com- 
panies of New England and the Middle States, and its character is established as having no superior in gas- 
giving qualities, and in freedom from sulphur and other impurities. 


PRINCIPAL OFFICE 224 SOUTH THIRD STREET, PHILADELPHIA, PA, 
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BEST GAS PURI THE ALPHA-LUX CO.,Inc.,192 Front Sr..NLY. 
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TAR EXTRACTORS 





























































































































































































































































































































































































































































































































































































































All Vibration Eliminated 


Anchoring of the plates to eliminate all vibration, is one feature of the construction of 
Bartlett Hayward Tar Extractors—every joint is made and remains gas and liquid tight. 


Substantial overflow coverings to retain all valuable vapors in the overflowing liquid, are 
supplied with each tar extractor. 


An explanation of these and other features will be made gladly upon request. 
































































































































Company Member American Gas Association 


AULT UU 


A) BARTLETT HAYWARD CO 


Engineers and Founders 
BALTIMORE NEW YORK 
[ | TTT 
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“Economic” 
Radiant Heater 


FOR USE WITH OR WITHOUT 
FIREPLACE 


This is a moderate price Heater of mod- 
ern design, as the one-piece cast iron 
burner, the one A. G. A. standard stove 
spud. and the adjustable air shutter in- 
dicate. 


MADE IN TWO SIZES 
No. ?. with seven radiants, and No. 10, 
with ten radiants 


The No. 10 Radiant Heater is equipped 
with a double control, which allows six 
or ten radiants to be operated, eliminat- 
ing turning down the burner when less 
than the full amount of heat is required. 


Write for Descriptive Catalogue 


J. B. Slattery & Bro., Inc. 


119 AND 120 SANDFORD STREET 
BROOKLYN, NEW YORK 











GAS HOLDERS 


PURIFIERS 
TANKS 


STEEL PLATE CONSTRUCTION 





CRUSE-KEMPER CO. 
AMBLER, PA. 
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Look for this 
trade-mark on all 


instruments 


The Name 


STUPAKOFF 


Stupakoft Instruments are 
manufactured under the 
personal supervision of Mr. 
S. H. Stupakoff who has 
spent a lifetime of study 
and research in the manu- 
facture of high temperature 
precision instruments. The 
name Stupakoff is a guar- 
antee of satisfactory work- 
manship and service under 
the most severe working 
conditions. One of the 
large activities of the Stup- 
akoff organization is the 
planning and perfecting of 
temperature indicating and 
recording instruments to 
meet unusual conditions. 


THE STUPAKOFF 
LABORATORIES 


Manufacturers 


Pittsburgh, Pa. 











METER 








E are prepared to furnish me- 
ters for measuring produc- 


tion and distribution of 


OIL, GASOLINE or GAS 


Advise your requirements and we 
will supply you with detailed in- 


formation. 








PITTSBURGH METER COMPANY | 
General Office and Works, East Pittsburgh, Pa. 


SALES OFFICES: 


Chicago—5 So. Wabash Ave. Seattle—Railway Exchange Bldg. 


' 
New York —50 Church St. Columbia, S. C.—1433 Main St. | 
Kansas City — Mutual Bidg. Los Angeles—Union Bank Bldg. | 

















It is well 
known and stands 


for quality 
‘ 














You can depend on 


“CLEVELAN DS” 


That is what the superintendent has in mind 
when he ordérs Cleveland Gas Meters— 

what the Meter Reader knows from long ex- 
perience in examining and reading Cleveland 


Meters— 


and what you are assured of when you order 


Cleveland Meters. 


“*A”’ and “‘B”’ Types 


Cleveland Gas Meter Co. 
2180 East 65th Street, Cleveland, Ohio 


Meter Repairing 
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Automatic Heat Controllers 

Automatic Quenching Tanks 

Blowers 

Blowpipes or Blow-Torches, 
Hand and Stand 

Boosters, Gas 

Brass Melters 

Brazing Furnaces and Tables 

Burners 

Burners for Electric Lamp 
Bulb Manufacture 

Carbonizing Machines 

Cyanide Furnaces 

Cylindrical Furnaces 

Forges 

Forges Glass Bending 

Hardening Hammers 

Heating Machines 








No. 29 Heating Machine Melting Furnaces 
' : Muffle Furnaces 

For continuous Hardeniyg or Oil tempering Furnaces 
A lj - fae Sieedent +B 1! Oven Furnaces 
Annealing; tor fiardening Dba gesting Pusasees 
Bearings, Detachable Saw ivet Heaters 
Tesh gs . Ing Brass Soft Metal and Lead Harden. 

eeth, or for Anneal.ng brass ing Furnaces 
or any other work not exceed- Soldering Iron Heaters 


. ‘as Sweep Reducing Furnace 
ing 24%” greatest measurement. Tomaasing tlh —— 


Tire Heaters 
Tube Heating Furnaces 


Let us estimate on your Heat Treating 
problem—Write today. 


American Gas Furnace Co. 
Main Office and Works: 


1000 Lafayette Street Elizabeth, N. J. 











Test Your Own Meters Periodically 


We maintain a special department for Repairing 


Gas meters. All makes, all types, all sizes. 


The same Superior quality of materials that is 
used in our new meters, including “Superior Dia- 


phrams,” is used throughout. 
We repair and convert prepayments. 


A competent corps of specialists assure prompt 


and careful Service. 


It will be to your interest to send us your re- 


pairs and to know more about this department. 
Price list will be forwarded on request. 


SUPERIOR METER COMPANY 
Busb Terminal No. 2 Brooklyn, N. Y. 


C. B. Babcock Co., Pacific Coast Representatives 


768 Mission St., San Francisco 














Model of Astoria Tunnel with 72-inch Gas Pipe in Place 


U. S. xen GAS PIPE 


In the Astoria Tunnel 


Two hnes of “The Pipe That 
Outlasts the Ages” were laid side 
by side as shown in the picture. 

Cast lron pipe has a record of 
250 years of excellent service. The 
first length of cast irom pipe ever 
made is still in use. The first piece 

’ of cast iron pipe ever laid in this 
country is still in use. 

Don’t overlook these facts when 
deciding upon the pipe for your next 
extensions or new gain mains. 


UNITED STATES $455 PIPE sctinony COMPANY 




















| 724 E. Pearl Street Burlington, N. J. 





“RUTZ” 





Changing conditions in the gas industry are con- 
stantly narrowing the usefulness of the old-time 
appliances 


Nowadays a gas range without the “RUTZ” 
lighter attachment stands a poor show in com- 
petition with a modern “RUTZ” equipped range. 


MILWAUKEE GAS SPECIALTY 
2015 Clybourn St. Milwaukee, Wis. 
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of same copy. 


! CLASSIFIED ADVERTISEMENTS 


Rate at $3.00 per inch for first insertion, $2.00 per inch ‘for each additional insertion 
Positions wanted—$1.00 per issue. 











_— > 














POSITIONS WANTED 


POSITIONS WANTED 








_ POSITION OPEN 








WANTED—Position. Have been a 
cadet engineer in gas plant; floor super- 
visor. Am looking for change for ad- 
vancement only. Best of references. 
Address Box 518, care of the American 
Gas Journal, 53 Park Place. 


WANTED—Position as superintend- 
ent or foreman of a combination coal 
and water gas plant. Have had 25 years’ 
experience. Salary required $38.00 per 
week. A-l references, and can take up 
duties at once. Distance no object. Ad- 
dress Box 519, care of the American “Sas 
Journal, 53 Park Place. 


GAS ENGINEER 

Eighteen years’ experience in coal and 
water gas with largest companies in the 
United States, college graduate, will con- 
sider position as engineer, superintend- 
ent or manager of works or series of 
plants. Best references. Address Box 
521, care of the American Gas Journal, 
53 Park Place. 














WANTED—Position. By gas meter 
maker, familiar with meter work in all 
its branches, as working foreman, to 
make repairs and superintend work. 
References. Address Box 523, care of 
the American Gas Journal, 53 Park 
Place. 





WANTED—Position. A gas combus- 
tion and ceramic engineer of long ex- 
perience wants a position with large gas 
company or manufacturer of retort or 
by-product coke systems. Thoroughly 
familiar with designing, construction 
and operation of all kinds of gas and 
coke making apparatus. Highest refer- 
ences. Address Box 525, care of the 
American Gas Journal, 53 Park Place, 
New York City 


WANTED—Position. Young man, 29 
years old. wants position as superin- 
tendent of coal-gas plant or coal and 
water gas plant, or assistant superin- 
tendent of larger plant. Am single and 
have had ten years’ practical experience 
in operation of combined coal and water 
gas plant. Best of references. Full in- 
formation given by addressing Box 526 
care of the American Gas Journal, 53 
Park Place, New York City. 








WANTED 





WANTED—Names of users of 
industrial gas furnaces. Turn your 
spare time into cash. You know 
the manufacturers and _heat- 
treaters in your community who 
use gas-fired furnaces. We will 
pay $10 per hundred for their 
names. For full particulars ad- 
dress Box 524, care of the Amer- 
ican Gas Journal, 53 Park Place, 
New York City. 





COKE CRUSHER | 


Crush any Size Desired. 


COLUMBUS, iND. 
Correspondence Solicited 





KELLER ADJUSTABLE 


Strong, Simple, Dursble. WB 
Cc. M. KELLER 


OPEN—Position_as assistant foreman 
of water gas plant in rapidly-growing 
New York City suburban district, present 
maximum daily send out 4,500 m. Splen- 


did opportunity for young man who will 


co-operate with present organization. 
Highest reference required. Address 
Box No. 527, care of the American Gas 


Journal, 53 Park Place, New York City. 





BACK NUMBERS WANTED 
Copies of May 28, 1921, issue 
of the 
AMERICAN GAS JOURNAL 


Will pay 25 cents for each copy. 
If you do not file your copies 
send this issue to us. 


American Gas Journal 
53 Park Place New York City 









About 136 
in use. Write to 
: 








Cox's Low Presse: Cassputer, Price, $2.50 





Cox's High Pressure Computer, Price, $5. BD ie hed. fue 











American Gas Journal 


For Sale by 


New York 

















PURIFYING MATERIAL. — BAGGED OR BULK 
Manufacturers of GOVERNORS. APPARATUS and EQUIPMENT 
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MU. 


BUY /| 
HERE 





SOME 
GAS COMPANY 
WANTS 


YOUR 


USED 
EQUIPMENT 
THE 
EASIEST 
WAY TO FIND 
THAT 
COMPANY 
IS TO USE 
THIS 
PAGE 





GAS COMPRESSORS 


Steam Driven 


2—4440 c. f. per min. at 50 Ibs.—Ing. Rand. 
1—3675 c. f. per min. at 30 Ibs.—Ing. Rand. 
2—3138 c. f. per min. at 23 lbs.—Ing. Rand. 
1—800 c. f. per min. at 25 lbs.—Sullivan. 


1—9x14x11—Franklin—314 c. f. per min. 
at 25 lbs. 


1—10x14x10—Clayton—354 c. f. at 40 lbs. 
2—91,,x13x10—Westinghouse. 
2—1014 C. C.—Westinghouse. 


TURBO-BLOWERS 


1—5000 c. f. per min. at 42 in. Pressure. 
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GAS ENGINE 


1—300 H.-P. Nash and others. 





WITTE: 


Water Gas Sets 

Exhausters \ 

Extractors N 
Scrubbers \ 

Condensers \ 

Purifiers N 
Etc. N 





| EQUIPMENT EXCHANGE 


11 Cliff Armen de New York 


QT, YA 
4 AAS “J, Af, 
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THE J. G. WHITE 
ENGINEERING CORPORATION 


Engineers—Constructors 





Industria! Plants, Buildings, Steam Power Plants, 
Water Powers, Gas Plants, Steam and Electric 
Railroads, Transmission Systems 





43 EXCHANGE PLACE - - NEW YORK 


WALTER A. ALLISON 


CONSULTING ENGINEER 


Specialist in the design, con- 
struction and supervision of 
Gas Properties. 


Reports, Appraisals, Rate 
Development. 


403 Wister St. Philadelphia 


















WILLIAM E. BARRETT 


CONSULTING ENGINEER 
Member A. S. M. E.—Member A. G. A.—Member N. G. A. A. 
Specializing in 
Manufactured and Natural Gas Properties—Design, Con- 
struction, Operation, Valuations—Reports for Financing 
or Rate Making—Combustion, Fuels, Oils, Etc. 


56 PINE STREET NEW YORK, N. Y. 
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Cox’s Low Pressure Computer, Price $2.50 
Cox’s High Pressure Computer, Price, $5.00 


For sale by 


AMERICAN GAS ENGINEERING JOURNAL 
150 Nassau Street, New York City 



































eneane 














IRON OXIDE 


Are you satisfied with 
just as you would make it for your own use. 


purification results? We make our oxide from clean cast iron borings, pine shavings and lime. 


LET US SOLVE YOUR PURIFICATION TROUBLES 


GAS PURIFYING MATERIALS CO. 


FOOT OF HALSEY STREET 


LONG ISLAND CITY, N. Y. 








H. A. FISHER COMPANY 


CONSULTING ENGINEERS 


1014-16-18 House Building Pittsburgh, Pa. 
Specialists in production of GASOLINE from 
Natural and in Examination and Appraisement 
of Oil, Gas and Gasoline Properties; and, in 
Analyzing Samples of Gas for Gasoline Con- 
tent. 


LEWIS VINCENT 
Consulting Gas Engineer 


GAS PLANTS, RECOVERY PLANTS 
GAS HOLDERS 


Design—Construction— Valuation 
Reports—Inspections 


8058-61 Jenkins Arcade 


PITTSBURGH 











FUEL TESTS 


In addition to the standard tests em- 
bracing proximate analyses and heating values, 
the LABORATORIES are prepared to under- 
take special investigations such as the determina- 
tion of the fusing point of ash, the gas yield and 
quantitative determinations of ammonia, nitrogen, 
Coal tar, etc. Our facilities are at your service. 


ELECTRICAL TESTING LABORATORIES 


80th Street and East End Avenue 
New York City 




















Byllesby 
Engineering and Management 
Corporation 


208 S. La Salle Street 
Chicago 


New York Tacoma 
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O RG = Re Beg “em v« Consulting Engineer 


ENGINEERS SPECIALIZING COAL AND 
_ aie “ 4 ae WATER GAS PROPERTIES 
Specializing in Public Utilities Wahentien, Sagreiedd Tanne 
Management, Operation, Construction, Management, Operation, Counsel 
Plans, Reports, Valuation, Rates, Public 
Relations, Accounting, Purchasing 


PEOPLES GAS BUILDING FRED W. FREESE 


First National Bank Bldg. 
CHICAGO Chicago, Ill 





Designing New and Rebuilding Old Plants 




















HIGH PRESSURE SERVICE GOVERNORS 


REYNOLD’S 


ARTIFICIAL GAS GOVERNORS 


AND 
NATURAL GAS REGULATORS 


taney = pen ted For All Kinds of Pressure Reduction “OLD STYLE” 
Pacific Coast Representative 


(With Mercury Seal) (Without Seal) aNLET 
WRITE FOR CATALOG 
c. B. BABCOCK CO 


ce"watiu'ses — REYNOLD'S GAS REGULATOR CO, SS = wo 











San Francisco ANDERSON, INDIANA 
CABLE ADDRESS: 233 BROADWAY 
WILDOLPH, NEW YORE WILLIAM W ° RANDOLPH, M.E. NEW YORK CITY 


Consulting Engineer 


EXAMINATION and VALUATION of PUBLIC UTILITY and POWER CORPORATIONS 
ADVICE AS TO CONSTRUCTION and MANAGEMENT 











“EMCO” Meters and ae 


For Artifical and Natural Gas 


Meters for Low and High Pressure. 
Proportional Meters, Provers, Gauges and Burners. 
Regulators of all kinds. 
Write for Catalog and Prices 
432-34-36 


Equitable Meter Co. First Avenue Pittsburgh, Pa. 


















GAS PURIFYING MATERIALS 


NATRONA RED ORE MINERAL SPONGE 
To Be Mixed With Fluffing Material The Best Fluffing Material 


MINERAL SPONGE OXIDE 
Prepared For Use 


PENNSYLVANIA SALT MFG. CO. 


NER 


PIriLADE* _PHIA : PENNA. 
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Here It Is! 
The 


American 


Gas Catalog 


and 


Directory 
for 
1922 


8 by 11 inches, 
handsomely 
bound 


embos 
FOR THE EXECUTIVE. FOR THE DISTRIBUTION DEPARTMENT. 
Every page will be filled with suggestions that will help In_ this section will be found data that is so complete that 
solve the most perplexing problems. It discusses the manu- you will ronounce it one of mg —— ) oe _ he dat 7 
facture, distribvtion and utilization of gas in all its forms, that you have ever encountered. Every phase of the Cally wor 


; . has been dealt with, while the charts and tables presented will 

offers titles, charts and formulas that provide short cuts in the show you actually just how the American Gas Catalog - 

routine of every well managed company. Page after pa in Directory will save many times its cost during the year. _ 

uated Os ae th aie . 7 s 1 an ea wes " Distribution Department that does not have the American Gas 
. ce € the products of the leading manufacturers Catalog and Directory is losing the service and advice of some 

of equipment and appliances. No executive should be without of the beet engineers of the country. 

his personal copy constantly at hand. 


FOR THE SALES AND INDUSTRIAL DEPART- 
FOR THE PRODUCTION DEPARTMENT. MENT. 


No matter what your method of manufacture may be, it The Sales or New Business Department will find in it 
will contain a carefully prepared and edited suggestion that came onan qoveries every nceivey. The _ Industrial 
‘ gee > : usiness will come easier when you are able to present to your 
will discuss in simple, non-technical language probably the very customers facts and figures that have been carefully worked out 
problem that is before you now. Coal gas, oil gas, water gas for you. The domestic appliance, whether range, water heater, 
and producer gas manufacture are discussed; general rules given room heater or gas-fired boiler, is discussed from the sales 
for iler operation, purification, routine plant tests; station standpoint as well as having detailed, accurate information that 
metering treated in a complete manner. At least ome copy you will find invaluable in your every task of the day. 


should in the Production Department. copies should be in every Sales or New Business Department. ~ 
Besides the wealth of technical data that is so invaluable to the various departments of 
companies, there has been carefully compiled an accurate directory of American Gas Companies Ay, 
with the names of the actual operating officials contained in it. ms = . 
y ° 
Get your order in today. Fill out and send in the coupon at the bottom of the page. SSS # 4 
ae) 
. ¥ . . >) ge! 
Prices: 1 copy, $2.50, postpaid; 5 copies, $2.25 each, postpaid; VE <o" oe 
10 copies or over, $2.00 each, postpaid am. . 
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Dependable Accuragy 





Lessens Maintenance 





—then write for proof. 





BRIDGEPORT, CONN. 


With Sprague Meters it saves 
65 per cent of the upkeep costs. Figure 
it on the years’ installations 


SPRAGUE METER COMPANY 


Les Angeles, Cal., Davenport, Ia., San Francisco, Cal 








| 
| 
| 
| 
| 
| 


SELAS SYSTEM 


for Standardized Gas Combustion 


Used wherever Fuel Gas is utilized for 
Industrial Heating 


THE SELAS COMPANY 
108 South 4th St. Philadelphia 


11 Cliff St., New York City 614 Cleveland Ave. S., Canton, O. 
541 West California St., Glendale, Cal. 





























JOHN D. ORMROD, Pres. J. G. EBERLEIN, Sec’y & Treas. 
EMAUS DORALDSON 
PIPE. (CAST iRON GAS*WATER PIPE{ | {fj} Bo" & 

FOUNDRY > -_ ~ PA. 


Manufacturers of CAST IRON PIPE AND SPECIAL CASTINGS FOR 
WATER AND GAS, also FLANGE PIPE and FITTINGS for same. 











Unger Ammonia Stills 


Make a Superior Concentrate without Salting 


Lime Supply with Minimum Amount 
of Water and Attention 


JOHN S. UNGER 4700 Beacon st. Chicago 











To the Alert Gas Man 


the advertising pages are as interesting as the 
He realizes that a knowledge of the 
tools of his trade is as important as the theories 
that underlie it and the practices upon which it 
is founded. That is why he carefully scans each 
new advertisement and often re-reads each 
veteran. Do you? 


text pages. 





Russell 


Engineering 


Coal Carbonization Plants, 


Company Benches, Repairs, Improve- 


Ss C Louis ments, Extensions, Apparatus 
e 
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Buyers’ Reference Index 


See page 35 for Advertisements of these products 





AMMONIA STILLS 
Unger, John S. 
ANNEALING MACHINES 


American Gas Furnace Co. 
Improved Appliance Co., 


Bacs 

safety ay. 4 Gas Main Stopper Ce. 

Stoppers. 

BAROMETERS 

Taylor Instrument Co. 
BENCHES 

Becton theswert Co. 

ett- qerwe 
Davis & Farnum Mfg. Co. 


Gas Machinery Co. 

Gardner, James, Jr., Co. 
Gautier & Co. a H. 

Improved Equipment Co. 
Isbell-Porter Co. 

Missouri Firebrick Co. 
Parker-Russell Mining & Manu- 
gusecll Engincering Co. 

usse ngineering 

Stacey Engineer “ Constr. Co. 
Steere Enginee’ ring 0. 
Western Cas nstruction Co. 
West Gas conan o. 





ENZOL 

ee ett Hayward Co. 
Belgian-Amer. Coke Oven Corp. 
Ges — a 
Western Gas Construction Co. 


BLOWERS 
Pressure 
American Gas Furnace Co. 
Connersville Blower Co., The 
Improved Appliance Co., The 


BOILERS 


Gas-Fired 
Ofeldt Gas-Fired Boiler Co., The 
eee ——- Co., The 
ea 
Oteldt "Gee Fired ‘Hoiter Co. 
Solar Engineering Corp., 


BOILER GRAPHITE 
Dixon Crucible Co., Joseph 


OSTERS 
a. * Blower Co., The 


BURNERS (Industrial 
Improved Appliance Co., The 
Surface Combustion Co. 


A ica Gas Furnace Co. 
ican Gas Furnac 
Connelly lron Sponge & Gov. Co. 


BY-PRODUCT PLANTS 
Bartlett-Hayward Co. 
Belgian-Amer. Coke Ovens Corp. 
= Machinery Co. 

Koppers Co., The 
Steere Engineering Co. 
Western Gas Construction Ce. 


CALORIMETERS 
American Meter Co., Inc. 
Precision Instrument’ Co. 
3tupakotf Laboratories 


CEMENTS 
Tos. Dixon Crucible Co. 
Gardner, Tames, Jr., Co. 
Gautier & Co., 1 


erould. C. 
Parker-Russell Min. & Mfg. Co. 


CHARGING , 
artiett-H. 0. 
& ane Mig. Ce. 

Hunt, C. W., Co. 
Porter Co. 
Parker-Russef! Min. & Mfg. Co. 
Stacey Ma —y we Co., The 
Gas Mach 
Stacey B 


cocks 
Netroit Brass & Malleable Co. 
Fale Mfg. Co. 
Tohnson Gas Appliance Co 





1 a 


COAL 
oe . Fuel Co. 
Berwind-White Coal Mining Co. 
Westmoreland Coal Co. 


COAL GAS APPARATUS 

| tg Hayward Co. 
Davis & Farnum Mig. Co. 

Gas Machinery Co. 
Improved Equipment Co. 
Isbell-Porter Co. 
Koppers Co., The 
Parker-Russell Min. & Mfg. Co. 
Russell Engineering Co. 
Riter-Conley Co. 
Stacey Bros. Gas Constr. i 
Stacey _—— Co., 
United Gas Improvement 
Western Gas Construction Co. 
West Gas lmprovement Co. 


COAL AND COKE HANDLING 
MACHINERY 
Bartlett-Hayward Co. 
Isbell-Porter G, 
Hunt Co., C. 
Parker-Russell Win. & Mig. Co. 
Russell Engineering Co. 


COKE CRUSHERS 
Bartlett-Hayward Co. 
Keller, C 


COKE OVENS 
Belgian-Amer. Coke Qvene Corp. 
snecores er, > 
Koppers C 


COMPUTERS 
nited Gas Improvement Co. 
Low Pressure 
Cox—American Gas Journal 
Fox—American Gas Journal 
High Pressure 
Con—Abeetionn Gas Journal 


CONDENSERS 
See Purifiers 


CONVEYORS 
Bartlett-Hayward Co. 
Davis & Farnum Mfg. Co. 
Gas Machinery on 
Hunt, C. W., 
Isbell-Porter™ Co. 
Stacey Bros. Gas Constr. Co. 
Stacey Manufacturing Co., The 
Western Gas Construction Co. 


DERRICKS—PIPE 
Safety Gas Main Stopper Co. 


DIES 
Nye Tool & Machine Works 


DISCHARGING MACHINERY 
Rartlett- — Co. 
Hunt, C. Mfg. Co. 
Improved ) PE Co 
Tsbell-Porter Co. 


DRIP PUMP BOX 
Keller, C. M. 
ELEVATORS 
Ridgway, Craig, & Sons 
ae 
mproved Equipment Co. 
mproved Appliance Co., The 


Parker-Russell Min. & M Co 
Surface C — ~ 


ler A 
Raehr. W. A. 
Rvilesbvy & a, nw M 





White. 1. G.. Engineering Corp. 


Contracting 
Baehr, W. A. 
Barrett, William E. 
Bartlett- Beywerd 5 Co. 
Byliesby & Co. M. 
Cruse-Kemper ag 
Davis & +m Mig. Co. 
Freese, Fred W 
Gas Machinery Co. 
Humphreys & Miller, ine 
Improved Equipment Lo. 
Isbell-Porter <v. 
Korrezs Co., The 
Farker-Russell Min. & Mfg. Co. 
Randolph, Wm. W. 
Riter-Conley Co. 
Russell —_-r 
Stacey Bros. ona. a: 
Stacey Mantacturing Co 
Steere Engineering Co. 
United Gas Improvement Co. 


Western Gas Construction Co. 


EXHAUSTERS 


Connersville Blower Co. 
Davis & Farnum Mfg. gym 
Gas Machinery Co. 
Isbell-Porter 

Western Gas Construction Co. 


FIREBRICK—CHECKER BRICK 


Gas Machinery Co. 
Gardner, James, Jr., Co. 
Gautier & Co., J. H. 

Improved Equipment Co. 
Missouri Firebrick Co. 
Parker-Russell Min. & Mfg. Co. 
Russell Engineering Co. 


FITTINGS 


Donaldson Iron Co. 

Steere Engineuing Co. 
Western Gas Construction Co. 
U. G. I. Contracting Co. 


FIXTURES 


General e on ht Co 


Gleason, f 
Welsbach FP Le. a2 of Amer. 


Welsbach Co. 


FURNACES (Gas Hardening) 


American Gas Furnace Co. 
Improved Appliance Co., The 
Surface Combustion Co. 


GAS ANALYSIS APPARATUS 
United Gas Improvement Co. 


GAS PLANTS, COMPLETE 
Bartlett-Hayward Co. 
Davis & Farnum Mfg. Co. 
Gas Machinery Co. 
Isbell-Porter Co. 

Koppers Co., The 
Parker-Russell Min. & Mfg. Co. 
Riter Conley Co. 
Russell Engineering Co. 
Stacey Manultacturing Co., The 
pac! | — Constr. oe 
nit as Improvement 
Western Gas Construction Co. 
West Gas Improvement Co. 


GAS-TESTING APPARATUS 


American Meter Co., Inc. 
Equitable Meter Co. 
Larbert Meter Co. 
Superior Meter Co. 
Sprague Meter Co. 


GAUGES 


Draft 
Precision Instrument Co. 


nracue } . 
United Gas Improvement Co. 


GLASSWARE 


Glo 
Welsbach i. 
Gleason, E. P., 


Shades and Bowls 
Mfg. Co. 


GLOBES, GAS 


Gleason, E. P., Mig. Ce. 
Welsbach Co. 


GOVERNORS 


American Meter Co., Inc. 
Chaplin-Fulton Mfg. Co. 
Connelly Iron Sponge & Gev. Ce. 
Davis & Farnum 

Equitable Meter Co. 

Reynolds Gas Regulator Ce. 


Automatic 
Equitable Meter Co. 
Steere Engineering Co. 


Coke Oven 
Equitable Meter Co. 
Gas Machinery Co. 
Steere Engineering Co. 


District 
Helme & MclIihenny 
Isbell-Porter Co. 
Steere Engineering Co. 


Exhauster 
Connelly Iron Sponge & Gev. Ce. 
Isbell-Porter Co. 


High Pressure 
Chaplin-Fulton Mfg. Co. 
Reynolds Gas Regulator Co. 
—— = Meter Co. 

Pressure 
Chaplin-Fulton Mfg. Co. 
Reynolds Gas Regulator Ce. 

Retort House 


Gas Machine — 
Ishell-Porter 
Steere Engi peaging Coa 


Western Gas Construction Ce. 
Service 
Chaplin-Fulton Mfg. Co. 
Equitable Meter Co. 
ges Machinery a 
pra eter Co. 
Station 


Equitable. ‘Meter Co. 

Gas Machinery Co. 

Helme & MclIthenn 

Reynolds Gas Regulates Co. 
Station Rerqmatio 

Gas Machine " 

Western Gas a Co. 


HEATERS 
offman Heater Co. 


ai ie 
Crane Co., Wm 
General Gas lighe Co. 
Kennedy- a, Tne. 
Grayson, J. H., Mfg. Co. 
Welsbach C ompany 


HEATING MACHINES 


American Gas Furnace Co. 
mproved Appliance Co., The 


HOLDERS 
Bartlett-Hayward Co. 
<9 y —ai 
Riter-Conley yep 
Stacey R Ce. 





HYDROGEN GAS APPARATUS 
Improved Co. 
Weetren Gas Construction Ce 
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THE HALE GAS MIXER 


AUTOMATIC AIR CONTROL 





PERFECT 
ADJUSTMENT 


NO 
BACKFIRE 





| 
| 
HALE MIXERS GIVE PERFECT COMI3USTION FOR | 
DOMESTIC AND INDUSTRIAL GAS APPLIANCES } 


HALE MANUFACTURING CO., CHICAGO | 

















GAS METERS || KLICK TUBING | 
Write tor Description | | be 














is the dependable ally of the successful gas appliance. 

Will stand the most severe conditions. The ends at- | 

F | tached will not crack or split. The scientific construc- | 

Republic Flow Meters Co. tion of KLICK Tubing has made it FAIL-PROOF. 
A ‘ | Prices on application. 

2240 Diversey Parkway +s Chicago | We manufacture also, Portable Gas Tubing and | 

New York Philadelphia Boston Steel Gas Tubing. | 

ney A ae Dallas’ | 

Patobursh Beta Birmingham KLICK TUBING AND BRAIDING CO. | 

Dominion Flow Meters Co, Toronto, Canada 328-334 North Randolph St., Philadelphia, Pa. | 

| Chicago New Orleans San Francisco | 

















Established 1858 Incorporated 1890 


J.H.GAUTIER & CO. 


Jersey City, N. J. 


COAL GAS BENCHES 


Paint That Saves Most Money 


Dixon’s Silica-Graphite Paint is the 
LONGEST SERVICE paint. That is 
to say, it lasts twice as long as cheap 
paints, thus saving in labor and mate- 
rial. It is the most water-repellent 
paint shown. 


° , SILICA- ° 
Dixon’s crarnre Paint 





™ , years. Recommended "and widely "used Yor metal and’ wood 
Silica Retorts and Settings ~ 7 for Booklet No. 231-B ae long service records. 
Clay Gas Retorts Fire Brick Made in JERSEY CITY, N. J., by the 
Water Gas Linings, etc. JOSEPH DIXON CRUCIBLE COMPANY 
Member American Gas Association Dat ead Established 1827 OK 




















AMERICAN | 294 


GAS PURIFYING MATERIAL | 


Sun Oxide of Iron IRON HYDROXIDE | 
Prepared Mineral Sponge the perfect purifying material 
Mineral Sponge (Lime Base) Write for performance data regarding [RON 


HYDROXIDE and note how its use will 
increase the capacity of your purifiers. 


AMERICAN MINERAL PRODUCTS &COLORCO.., Inc. IRON HYDROXIDE COMPANY 
Noblestown, Pa. 


gas engineers are daily using 























Paschal Station Philadelphia | 
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See page 35 for Advertisements of these products 
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INDUSTRIAL FUEL APPLI- 
ANCES 


American Gas Furnace Co. 
lmproved Appliance Co., The 
Needham Gas Appliance Co. 
Surface Combustion Co. 


INSTRUMENTS 
Recording 
American Meter Ca 
Pittsburgh Meter Co. 
Precision Instrument Co. 
Stupakoif Laboratories 
Taylor Instrument Co. 


IRONS—GAS | 
General Specialty Co 


[RON SPONGE 


Connelly Iron Sponge & Gov. Co. 


Iron Hydroxide Co. 


LAMPS 
General a a 
eason, fg. Co. 
Welsbach EE 
Weisbach Street Lighting Co. 


LAMP POSTS 
Davis & ome 9 Mia, oo 
ae Gas 


U. S. Cast Iron et ES & Fadry. he 


Weisbach Street Lighting 


-BAP WOOL 
nited Lead Co. 


LIGHTERS—GAS 
Milwaukee Gas Specialty Co. 


MANTLES 
General Gas Light Co. 
Gleason, E. P., Mig. Co. 


0. 
Welsbach St. Ltg. Co. of Amer. 


METERS 
A 


Equitable Meter Co. 
Gas Machinery Co. 
Lambert Meter Co. 
Pittsburgh Meter Co. 
blic Flow Meters 
Superior Meter Co. 


Artificial Gas 
Gossteas Gas Meter Co. 
Grifin & Co., John J 
Helme & Melihenny 

bert Meter Co. 
Maryland Meter Works 
Pittsburgh Meter Co. 
Republic Flow Meters 
Sprague Meter Co. 
Superior Meter Co. 


Dry 
Cleveland Gas Meter Co. 


Natural Gas 
Cleveland Gas Meter Co. 
Helme & MclIihenny 
Lambert Meter Co. 
Maryland Meter Works 
Pittsburgh Meter Co. 
Republic Flow Meters 
Sprague Meter Co. 
Superior Meter Co 
Metric Metal Works 
Equitable Meter Co. 


Laboratory Test 
Precision Instrument Co. 


Prepayment 
American Meter Co., Inc. 
Cleveland Gas Meter Co. 
Griffin & Co., John J. 
pane & Mclithenny 

r —~ } nome Works 
Me Dennl o., 
Tufts, Newbentet Meter Co. 
Sprague Meter Co. 


Station 
American Meter Co., Inc. 
Connersville Blower Co. 
Grifin & Co., John f. 
Helme & MclI 
Marviand Meter Works 
McDonald & Co. 


Test 
American Meter Co., Inc. 
Lambert Meter Co. 
Maryland Meter Works 
Pittsburgh Meter Co. 
Sprague Meter Co. 
Superior Meter Co. 


METER CONNECTIONS 
Cleveland Gas Meter Co. 
Lattimer-Stevens Co. 
Pittsburgh Meter Co. 


OVENS—COKE AND GAS 
Belgian-Amer. Coke Oven Corp 
Gas Machiner — 

Koppers Co., 

Maehier Co., The Paul 
Parker-Russell Min. & Mfg. Co. 
Russell Engineering Co. 
Stacey Bros. Gas Constr. Co. 


ORIFICES 
Republic Flow Meters 


OXIDE 
Iron 
Am. Min. Prod. & Col. Co., Ltd. 


Connelly lron Sponge & Gov. Co. 


Gas Purifying Materials Co. 
lron Hydroxide Co. 
Natural Oxide Corp. 


PAINTS 


Dixon Crucible Co., Jos. 
Cheesman-Elliot Co. 


PHOTOMETERS 
American Meter Co., Inc. 


PIPE—CAST IRON 
Donaldson Iron Co 


U.S. Cast Irom Pipe & Fdry. Co 


PLATES 
Floor 


U. S. Cast Iron Pipe & Fdry. Co. 
Metal 


Bartlett-Hayward Co. 
Cruse-Kemper Co. 

Davis & Farnum Mfg. Co. 
Riter-Conley Co. 


Stacey Bros. Gas Construction Co. 


Stacey Mfg. Co. 


PLUGS—SERVICE AND MAIN 


Soft Wood 
Safety Gas Main Stopper Co. 


PRODUCER GAS PLANTS 
Bartlett-Hayward Co. 
Gas Machinery Co. 
Steere Engineering Co. 
Western Gas Construction Co. 


PROVERS—METER 
American Meter Co., Inc. 
Equitable Meter Co. 
Helme & Mcllhenny 
Lambert Meter Co. 
Maryland Meter Works 
McDonald & Co., D 
Pittsburgh Meter Co. 
Sprague Meter Co. 
Superior Meter Co. 


American Meter Co., Inc. 
Connersville Blower Co., The 
Koppers Co.. The 


PURIFIERS 
American Chem. & Machine Co. 
Bartlett-Hayward Co. 
Davis & Farnum Mie. Co 


oe Fy ny A 
° 


Parker-Russell Min. & Mfg. Co. 
Riter-Conley Co. 

Stacey Bros. Gas Constr. Co. 
Stacey Manufacturing Co., The 
Steere Engineering Co. - 
United Gas Improvement Co. 
Western Gas Construction Co. 


PURIFYING MATERIALS 
Am, Min Prod. & Col. Co., Ltd. 
Alpha-Lux Co., Inc. 


Connelly Iron Sponge & Gov. Co. 


Gas Machinery Co. 

Gas Purifying Materials Co. 
Iron Hydroxide Co. 
National Oxide a 
Pennsylvania Salt Mfg. Co. 


PURIFIER TRAYS 
Davis & Farnum Mfg. Co. 
Gas Machinery Co. 
Gas Purifying Materials Co. 
Steere Engineering Co. 
Western Gas Construction Co. 


PYROMETERS—RECORDING 
Taylor Instrument Co. 


RADIATORS 
a ag Si 
Clow, J. B. 
Slattery, 7” B° "& Bros. 


RECORDERS—CO, 
Steam _ Flow 
Precision Instrument Co. 
Republic Flow Meters 


REGULATORS 
Chaplin-Fulton Mfg. Co. 
Equitable Meter Co. 
Reynolds Gas Regulator Co. 
Steere Engineering Co. 


RETORTS 


Horizontal and Inclined 
Gardner. Jr., Co., James 
Gas Machinery Co. 
Gauttes 2 i eS ox 
mproved uipment 
Isbell-Porter Co. 
Missouri Fire Brick Co. 
Parker Russell Min. & Mig. Co. 
Russell Engineerin 
pao Ee. Gas Constr. Co. 


Gas ier & Co, is 

Gautier & co. . 

Improved ment Co. 
Parker-Rus: in. & Mig. Co. 
Russell Engineering Co. 


Vertical 

Bartlett-Hayward Co. 

Gas Machin oe 

Ishell- Porter 

tnited Gas ‘<A Co. 

West Gas Imp. Co. of Amer. 
SCRUBBERS 

See Purifiers 


SERVICE PLUG—RUBBER 
Safety Gas Main Stopper Co. 
STATION _METERS 


Connersville Blower Co. 
Pittsburgh Meter Co. 


STOPPERS 


Gas Main 
Safety Gas Main Stopper Co. 


STREET DEPT. EQUIPMENT 
Safety Gas Main Stopper Co. 


STREET LAMPS 
General Gas Light Co 
Welshach Co. 
Welshach Street Lighting 


STEAM VALVES 
Plant Eng. & Equip. Ce 


STOVES—GAS 


Clark. George M., Div. 
Crane, Wm. M. 


TANKS 
Bartlett-Hayward Co. 
Cruse-Kemper Co. 
Davis-Farnum Co. 
Riter-Conley Co. 
Stacey Bros. Gas Construction Co 
Stacey Mfg. Co., The 
Steere Engineering Co. 
Western Gas Construction Ce 


TAR EXTRACTORS 
Amer. Chemical Machinery Sa 
Bartlett-Hayward Co. 
Isbell-Porter Co. 
Koppers Co., The 
Western Gas Construction Ca 


TEMPERATURE CONTROL- 


LING DEVICE 
American Gas Furnace Co. 


TEMPERING AND COLORING 
MACHINE 
American Gas Furnace Ce. 


TESTING APPARATUS 
Electrical Testing Laboratories 


THERMOMETERS 
Pittsburgh Meter Co, 
Precision Instrument Co. 
Stupakoff Laboratories 
Taylor Instrument Co. 


TIPS 
Gleason, E. P., Mfg. Co. 


TOOLS 
Nye Tool & Machine Works 


TUBES—PITOT 
Republic Flow Meters 


TUBING 


Gleason, E. P., Mfg. Co. 
Klick Tubing & Braiding Co 


TRAPS, STEAM 
Plant Eng. & Equip. Ce. 


VALVES 


Gas 
Bartlett-Hayward Co. 
Davis & Farnum Mfg. Ce. 
Gas Machiner Nee, 
Isbell-Porter 
Ludlow Valve Mig. Co. 
Stacey Bros. Gas Constr. Co 
Stacey nas Sa. The 
Steere Engineering 
Western Gas Construction Co. 
Oil, Steam _ and Water 
Ludlow Valve Mfg. Co. 
Back Pressure 
Chaplin-Fulton Co. 


Steam 
Mant Eng. & Equip. Co. 


WASTE HEAT BOILERS 


United Gas Improvement Co. 
Western Gas Construction Ce 


WATER GAS APPARATUS 
Bartlett-Hayward Co. 
Davis & Farnum Mfg. Co. 
Gas Mochenery Co. 
Stacey Bros. Gas Construction Co. 
Stacey Manufacturing Co., The 
Steere Engineering Co. 
United Gas Improvement Ce. 
Western Gas Construction Ce 


WATER HEATERS 


Hoffman Heater Co. 
Ruud Mig. Ca 





J 
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GEROULD’S IMPROVED RETORT CEMENT 
The eliabie 
A cement of great value for nor mn retorts, ing os mouth- 


The “Know How” of Experts 





All our products in illumination ware are pieces, making up all bench-work joints, lining blast furnaces and 
the selection of men who have studied the ) cupolas. This cement is mixed ready for use. Economic and 
gas lighting business for over half a cen- ‘fag thorough in its work. Fully warranted to stick. 
tury. = Price List, f.0.b. STAMFORD, CONN. 

E. P. GLEASON MFG. CO. WY ” (La er cM 
37-39 MURRAY ST. NEW YORK In Kegs less than 100 ee Ph: 7 
c. L. GEROULD 109 Bedford St., Stamford, Conn. 




















= 
Industrial Managers 
NA I [ IRAT Tell every prospect for core ovens—tempering ovens—annealing 
ovens—enameling ovens—japanning ovens—drying ovens—lacquer- 


7 Se and Maehler Gas Ovens 
PR E PA R E D OXI D EK The Paul Maehler Company 2210 W. Lake St., Chicago, Ill. 


ction Co. 


m Ca 









































1 Ca 
for Complete Purification T'S FOR EVERY PURPOSE IN 
OL. P PAIN GAS PLANTS 
. Holder Paints in all colors, including ‘“‘No, 31 Williamsport 
2. a known for nearly half a century to gas companies all over 
ntr 
. NATURAL OXIDE CORPORATION ; ‘alee Mili White, Stack, Generator Paints, Engine Enamels, 
= oo os Anes Pittsburgh, Pa. renerets: " CHEESMAN-ELLIOT CO, INC 
” Established 1876 23 FLATBUSH AVE., BROOKLYN, N. Y. 
Works: Williamsport, Pa., and Brooklyn 
ories 








€stern Equipment | 
and Service | 


See our advertisement 
Page 2—June 24th issue 








estern Gas To be ‘hasan 
Construction Co. “ Johnson 
‘ FORT WAYNE, IND. Laundry Stoves 


(2 and 3 Burners) 
with the patented 


| The Ofeldt | Direct Jet Gas Regulators | ——= 


enable instant adjustment at time of installa- 


e . : : - 
tion to any pressure or quality of n itural or 
Gas-Fired Boiler Co. siemathatured ne. 
































ne INCORPORATED Great Economy, because the direct-jet se 
_ | NYACK, N. Y. a a hot, clean, soot- 
| Pot iners Ask for catalog and discounts. 
| | Industrial and House Heating Boilers me) arenes [emnany 
~ . 
am Glover-West Vertical Retorts 


| a" West Gas Improvement Company 





‘ 4 \ 
Nassau St Wenttan fat, 
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Fire Clay Goods 
for Gas Works 


Silica and Fire Clay Retorts and 
Benches Erected Complete 
from Foundations 





High Grade Water Gas Linings 
High Grade Boiler Brick 
Special Fire Clay Shapes 





JAMES GARDNER, Jr., CO. 
Ebensburg, Pa. 











Welsbach 
Street Gas Lamps 


you see them everywhere—they require 
no additional investments in mains, 
meters, etc. They secure and hold 
the most profitable gas trade in any 


territory. 
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METRIC METAL WORKS 


AMERICAN METER COMPANY 
. INCORPORATED 


ERIE, PA. 


METERS FOR NATURAL GAS 


UNDER ANY CONDITIONS 





OUR experts have made the most 
thorough and painstaking study of 
natural gas conditions and require- 
ments. The result of their experience 
is at your service. 


wee ee eS - ee ae ee 
| < 7 
. 
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AMERICAN METER COMPANY 


INCORPORATED 


MEASUREMENT ENGINEERS 


QUALITY METERS 


TO MEASURE GAS IN 
ANY QUANTITY 


105 WEST 40th STREET 
New York 


© 


x 
ct 
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Gas Main Necessities That Can 
Be Obtained at a Moment’s Notice 


The Goodman Stopper 


Used for shutting off street mains. 
Makes shut-off quick and absolutely 
certain. 


Dependable Gas Main Bags 


Canvas Covered 


Canvas snugly fitted to the tube and GOODMAN STOPPER 


the neck of the bag. Protects the 
rubber from the effects of Tar and 
Gas Oil. 


We also handle a complete line of 
Street Main Tools, such as Derricks, 
Chain Wrenches, Tampers, Crowbars, 
etc. Dependable Gas 


Main Bags and 


We can give you quick service. Call | Plain Rubber Gus 


Main Baas are 


Wing Nut Holds It 
Firmly in Place 





on us for your requirements. carried in stock up 
to 20 inches. 

Safety Gas Main Stopper Co. 

943 Fulton Street Brooklyn, N. Y. 








Asbestos Lead 
Joint Runners for 
makmg joints in 
cast iron mains 
Made in ten sizes, 
a to 48”. 


Lead Melting Fur- 
nace, oil burning 
and coke burning, 
stationary and 
portable, in three 
sizes, melting 200, 
150, and 800 hs 
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